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FOREWORD 

1. Applicability, a. Physical reclaasifig atlOX of an officer is a 
medical and personnel administrative procedure performed for the War Department 
as . stated in Part I . 

b . Pet.inement of an-O ffiaer is an action prescribed by statutes set forth 
in Part II. 

c. Other admini strati Ye action subsequent to a Eetiring _^oard meeting is 
contained. in Part III. 

d-# This manual is applicable to all commissioned officers of* the Army ^ in- 
eluding female commissioned officers, Army nurses, dietitians, physical thera- 
pists, varrant officers and flight officers. 

2 . Purpose . P or a lon g tiTne. there, ha s beena ^aejg^pf^^^^^ 

dures in retir ing or.J Daleasi3re~Q&^^ f ° r , Physical incapabil- 
ities^ ]rTrecognition of this nroblem an initial .°^P . . 

delays and "red tape" in retirement procedures and substitute a simplified and 
standardized working'’ procedure throughout the Army. 

3. Improvement of Procedures. The basic approach has been to improve 
all related procedures at all levels in the War Department by; 

a. Provision of complete instructions for administrative actions within 
one technical manual. 

b. Elimination of unnecessary forms, reviews, signatures, approvals, and 
handling of documents. 

c . Protection of the best interest of the officer whose incapacity is being 
inquired into and those of the Army. 

d. Request being made for clinical records and records from The Adjutant 
General necessary as soon as a uard officer anticipates that an officer patient 
may be physically classified as permanent limited service or that he nay appear 
before an Army Retiring Board or an Army Nurse Corps Retiring Board. 

e. Provision for necessary detailed instructions, illustrations, and forms 
for preparing prescribed records for the first time . 

4. Personnel to Administer Procedure. Well trained and qualified per- 
sonnel should be selected for the retiring boards and to act as medical wit- 
nesses . Where justified, full time personnel should be considered by appointive 
authorities. 

5. Morale of Officer Patients in Hospital. The speed of operations 
under these standard procedures will improve the morale of patients by elimina- 
ting unwarranted delays . More complete information for answering questions of 
officer patients is made available. 

I 
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6. ^So^pit^X Facilities , 
from these operations. 



Increased hospital facilities will result 



7 # . Arrangement of Text . By reference to the Table of Contents a read- 
er may readily determine what section of the manual is applicable for his use. 
All ^ members of retiring board and the medical witnesses should familiarize them- 
selves thoroughly with Part II. 

8. Arrangement of the manual. 

^a. Changes to this manual will be supplied on a page basis , and will be 
published as required. As change pages are received, they will be inserted in 
their proper place., and the replaced pages destroyed. 

b. Each page of the manual bears a date in its upper inside corner. This 
date is the date of the publication. Pages which represent changes will carry 
the date and number of the change. 

°.. PW numbered consecutively throughout the book. If new pages are ' 
added within the book, the added pages will carry alphabetical suffixes A,B,C, 
and so on. Eor example. If a new page is added between 35 and 36, the page will ! 
be numbered 35 -A. A second additional page 'in the same place would be numbered 

35-B, and so on. 



d. The procedure charts in this manual illustrate graphically the flow of 
each document and the action taken on each copy throughout the process. The 
rectangular blocks represent the form and number of copies prepared. The shaded 
portion inside the lower right hand corner of a block indicates that the docu- 
ment was originate d by the organization unit shown in the column heading above, 
example [ J • The numbers appearing in the blocks reflecting the copy num- 
bers do not necessarily appear on the forms, .but are intended, to be used as a 

guide in following the flow of a document. The symbols or shown 
on the charts are used to denote Destroys, Piles, or Retains respectively. 

9 * The procedures set forth herein have been developed and tested in 
the field. In many cases they represent major changes in existing methods. 
These ^procedures are furnished for the information and guidance cf all concerned. 

e time schedule has been established as a guide for normal operations to com- 
plete all administrative actions to retire an officer in seventeen days. See 
Table 1 for a processing time schedule. 

10. Porms. not bearing a WD, WD AGO, or YA number may be reproduced lo- 
cally. 

11. Commanding Generals of Service Commands, The Military District of 
Washington, The Surgeon General, and The Commanding General Army Air Forces are 
authorized to make minor modifications in the procedures for military installa- 
tions under their command. 



12 • Recommendations for change or improvement in forms or procedures 
should be transmitted through channels to the Control Division, Army Service 
-borces. Pentagon, Washington 25, D. C. 
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TIME 

PROCESSING PHYSICAL RECLASSIFICATION OF AE 



ACTION TAKEN BY 


AS SOON AS 
POSSIBLE AFTER 
ADMISSION 


AS SOON AS POSSIBLE 
AFTER RETIREMENT OR 
PERMANENT LIMITED 
SERVICE IS 
ANTICIPATED 


DATE OF D ISPOS 1 - 
TtON BOARD MEET- • 
1 KG 


DAY FOLLOWING 
DISPOSITION 
BOARD MEETING ‘ 


WARD OFFICER 


- Forward diagnosis slio to 
Reg Istrar. 


- Forwards clinical records 
and worksheet, WD AGO 8-118, 
to chief of service. 






CHIEF CF SERVICE 




- Forwards clinical records 
and work sheet to board. 






REGISTRAR 


- Reauest clinical records 
from other Army hospitals 
and civilian medical agen- 
cies who treated officer 
prior to entry on active 
service, if indicated. 








BOARD MEMBERS AND 
SECRETARY 






- Prepares and signs Board 
proceedings on WO AGO Form 
8-118. 




COMMANDING OFFICER OF 
STATION OR HOSPITAL 
WHICHEVER APPLICABLE 




. 


- Signs Form 8-118, or recon- 
venes board, or forwards to 
higher authority. 




LIAISON OFFICER IF PRESENT 
AT MEDICAL FACILITY 








- Issues certificate of non- 
essentiality, or arranges 
for assignment of officer. 


CLASSI F! CAT 1 ON-INTERV 1 EWEF 










PERSONNEL OFFICER 
OF HOSPITAL 




- Requests records for the 
Army Retiring Board from 
The Adjutant General by 
mail or air mail on WO AGO 
Form 26 1 . 




- Prepares and issues orders 
returning an officer to 
duty or ordering his aooear- 
ance before an ARB, 

- Or, forwards Permanent lim- 
ited service cases to The 
Adjutant General, Officers 
Branch (WD AGO Forms 66 and 

8-n& 


HIGHER AUTHORITY 
(ONLY IF REQUIRED BY WAR 
DEPARTMENT DIRECTIVES) 










THE ADJUTANT GENERAL 










THE FISCAL DIRECTOR 
WASHINGTON, D. C. 










MEDICAL WITNESSES 










RECORDER OF RETIRING 
BOARD 










PRESIDENT OF RETIRING 
BOARD 










THE COMMANDING GENERAL 
ARMY AIR FORCES 
(MR SURGEON) 










THE SURGEON GENERAL 










DISBURSING OFFICER 
SERVICING HOSPITAL 










SEPARATION CENTER 











NOTE: IF OFFICER IS FOUND H2] 

TABLE 1 

2 




I OCT 45 



TM 12-245 



SCHEDULE 

OFFICER - TOTAL OVERALL NORMAL TIME 17 DAYS 



W 1 TH J-N TWO DAYS' AFTER 
RECE I PT OF REQUEST 
FOR ACTION INDICATED 
BELOW. 


WITHIN THREE DAYS 
A FTER RECE 1 PT OF 
REQUEST FOR 
CERTIFICATION 
OF ESSENTIALITY 


DATE OF ARMY OR 
NURSES RETIRING 
BOARD MEET 1 NG. « 


DAY FOLLOWING 
RETIRING BOARD 
MEETING 


WITHIN THIRD DAY AFTER RE- 
TIRING BOARD MEETING QR 
AFTER REQUEST FOR ACTION 
INDICATED BELOW IF OFFICER 
IS FOUND INCAPACITATED 




































































- Prepares WD AGO Form 100. 










- If officer is to be re- 
lieved or transferred, 
issues appropriate 
oeders . 

- Receives WD AGO Forms 100, 
519, and 65. 


- Droos officer on effective 
date of change on morning 
report. 

- Mails 519; cancels 65 card. 

- Distributes lapel button 
and WD 21-4. 

- Prepares Form 53-97. 


- Receives WD A60 Form 8-118 
If reouired. 

- Wires hospital what disposition 
Is to be made of officer. 












- Forwards records requested 
on WO AGO Form 261 for AR8 
only if officer is consid- 
ered nonessential or not 
fit for any military duty. 

- Forwards certification of 
essentiality or nonessentiality. 








- After receiving reouest for com- 
putation of retirement pay com- 
putes same and forwards computa- 
tion to The Adjutant General. 














- Submits Report of Physical 
Examination, WO AGO Form 
63, and testimony to re- 
tiring board. 










- Assembles reouired records 
fop Army Retiring Board 
meeting and completes pro- 
ceedings, WD AGO Form 199. 


- Forwards Army or Nurses 
Retiring Board Proceedings 
to the War Department 








- Conducts Army or Nurses’ 
Retiring Board meeting In 
accordance with AR 605-250. 

- Signs proceedings. 














- Reviews Army Retiring 
Board proceedings of an 
officer of Army Air 
Forces. 










- Reviews and acts on an Army 
Retiring Board proceedings 
for all officers. 










- Pays officer, WD Form 384-. 

- Discontinues allotments, 

W0 AGO Form 30-S. 










- Picks up officer on morning 
reoort on effective date. 

- Distributes 66 card, 53 Form, 



INCAPACITATFD see TABLE 2. 
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CHAPTER I 



GENERAL 

1. Applicability , a. Classification of officers for general or 
3 _ jjai ted service, and hospitalization and disposition (including determination of 
eligibility for retirement benefits, in appropriate cases) of officers deter- 
mined to be physically unfit for general service or for limited service will be 
governed by these instructions. Physical unfitness as used herein includes both 
physical and mental incapacity . 

b. This manual is applicable to all commissioned officers of the Army 
(including female commissioned officers), Army nurses, dietitians, physical 
therapisus, warrant officers, and flight officers. Special provisions pertain- 
ing to general officers are contained in paragraph 3 below. For instructions 
concerning certain officer patients who are battle casualties, see Circular No. 
l6l , War Department , 1944 • 

c. The following medical facilities are authorized to classify officers 

for general or limited service and to order officers before Army retiring 
boards, in accordance with the provisions of these publications: named general 

hospitals; temporary general hospitals established by the War Department; Army 
Service Forces convalescent hospitals (Zl) and regional station hospitals; 
Army Air Forces ■ convalescent, hospitals and regional station hospitals, as 
specifically designated by the Commanding General, Army Air Forces; and addi- 
tional hospitals that may be specifically so authorized by the War Department. 

d. Hospitalization of officers overseas will be handled under policies 
prescribed by the theatfer commander having jurisdiction. Where return for hos- 
pitalization in the continental United States is necessary, officer patients 
will be ordered by oversea commanders to appropriate continental ports of de- 
barkation. WD AGO Form 66-1, 66-2, or 66- 3 will accompany officers -whenever 
possible. The port commanders concerned will issue further orders to general 
hospitals. Port commanders will request instructions from the War Department 
prior to issuance of orders for general officers. In cases of emergency such 
general officers may be ordered to general hospitals without delay and a report 
of this fact made to the War Department . 

2. Limited service status, a. Physical standards for commission and. 
appointment of officers, warrant officers and flight officers for active( general) 
military service are set forth in A F 40-105 and 40-100, respectively. 

b. Due regard will be given to the provisions of the above-mentioned 
regulations in considering the physical qualifications of officers for retention 
on active (general) service. However, in this connection, the mentioned regula- 
tions will not be as strictly interpreted as for appointment or entrance on 
active duty. 
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y 'c. Thus, officers may "be found capable of performing active (general’ 
service even though, they have diseases, injuries, or infirmities which would 
disqualify them for original appointment, provided such diseases, injuries 02 
infirmities are of such a nature and degree as not to affect adversely the per- 
formance of active (general) service (including oversea duty) considering the 
individual's age, grade, "branch and MOS. 

( d. Appropriate considerating will also "be given to a record of satis- 
factory performance of general service over a reasonable period of time. 

^e. An officer's permanent status will "be changed from general service tc 
limited service, or from limited service to general service, only pursuant tc 
action of a disposition hoard at a medical facility specifically so authorized 
by the War Department (see paragraph lc, above) or pursuant to action of an Army 
retiring board, duly approved by competent authority. A general service officer 
placed in a temporary limited service status by a disposition board with orders 
to revert to a general service status on a specified date without reexamination 
will revert to general service automatically on the date specified. 

f . All Regular Army officers who have been retired for disability and who 
are serving on active duty are considered as in a permanent limited service 
status consistent with current physical condition and such status will not be 
changed except as to types of duty for which qualified or disqualified. 

3 . General officers . The provisions of this manual, as modified by 
this paragraph, are applicable to general officers. 

a. In cases of emergency, a general officer arriving at a port or airport 
within the continental United States, who has been returned to the United States 
for hospitalization or is en route to oversea assignment, will be ordered with- 
out delay to an appropriate medical facility by the port or airport commander as 
indicated in paragraph lc. In other cases, the port commander will request 
instructions from the War Department prior to issuing orders. 

b. When a general officer is ordered to a medical facility other than the 
station hospital of his home station, immediate report of that fact will be 
made by his immediate commander through channels to the War Department. In ad- 
dition, whenever sick leave is granted to a general officer, the Assistant Chief 
of Staff, G-l, will be notified immediately by direct Army net telegram. Noti- 
fication will include the officer’s address while on leave and the duration 
of such leave. 

c. When a general officer relieved from assignment during hospitalization 
is ready for return to duty, report will be made to the War Department by the 
commanding officer of the medical facility concerned giving full details of the 
case and requesting assignment instructions. 

d* Recommendation of medical disposition board that a general officer be 
returned to duty in a limited service status, or ordered before an Army retiring 
board, will be submitted to the War Department for decision and appropriate 
instructions. 

Preliminary examination for determination of physical fitness . 

a. When a commanding officer believes that an officer of his command has 
become permanently incapable of performing the duties of his position because of 
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physical incapacity, or has become physically capable of general military servr 
ice although currently in a limited service status, the commanding officer will 
cause the officer concerned to be ordered before a board of medical officers 
with a view of determining his present physical condition and the need for 
physical reclassification. The board should consist of at least two medical 
officers when available, but may consist of one medical officer. Officers who 
have been classified as physically fit for limited military service or who, 
while currently serving in a limited service capacity, have been considered for 
re-evaluation and disqualified for return to general military service will not 
be returned to a medical facility for physical re-evaluation until a period of 
90 days has expired since the previous examination. 

b. The commanding officer of the hospital will transfer the officer on a 
patient status to the nearest medical facility specifically authorized by the 
War Department for observation, treatment, and appropriate disposition when the 
medical board mentioned in a above determines that the officer concerned is-- 



(1) Not capable, because of permanent physical incapacity, of performing 
general service duties although currently in a general service status, 
or 

(2) Not capable, because of permanent physical incapacity, of performing 
limited service duties although currently in a limited service status, 
or 

(3) Physically capable of general service duties although currently in a 
permanent limited service status . 

c. (l) The commander who issues the order f-or hospitalization will for- 
ward a copy or photostat copy of the Officer T s Qualif ication Card, WD 
AGO Form 66-1, -2, or -3, and copies of any disposition boards, line of 
duty boards, or other pertinent reports, to the medical facility to 
which the officer is ordered. 

(2) In the case of officers returned from overseas, and in other instances 
where the Officer T s Qualification Card does not accompany the officer 
to the medical facility, it will be the responsibility of the hospital 
commander concerned to have the officer interviewed at the earliest 
practicable time and a new Qualification Card prepared from all avail- 
able data . 

d. If an officer enters a hospital as a direct-casual (par. 49b, AR 40- 
IO25) or is admitted from sick leave, convalescent furlough or AWOL from another 
medical installation (par. 49c (2), AR 40-1025), the commanding officer of the 
hospital will communicate with the last previous commanding officer of the pa- 
tient, in the case of an officer assigned in the continental United States, or 
the Redistribution Station to which the officer was sent by the Reception Sta- 
tion, in the case of an officer recently returned from overseas, to ascertain 
if reclassification or other similar board proceedings are pending on the of- 
ficer patient. See paragraph 7 AR 605-230. 
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CHAPTER 2 

REQUESTING RECORDS NECESSARY FOR APPEARANCE OF AN 
OFFICER BEFORE AN ARMY RETIRING BOARD OR ARMY NURSE 

CORPS RETIRING BOARD 

5 . Requesting records. Section 1 of Chart 1 shows the records ulti- 
mately necessary if an officer is ordered before a retiring hoard or may he re- 
classified permanent limited service. For procedures to operate successfully , 
the ward off? cer will anticipate such an appearance and notify the registrar 
immediately. The registrar, and in turn the personnel officer , will request 
necessary records without delay when it seems apparent that the officer should 
appear before an Army retiring hoard . If these actions are taken promptly it 
will he possible to assemble required records while definitive hospital treat- 
ment is being administered to an officer patient. 

6 . Records required . The records required for an Army retiring, hoard 
or an Army Nurse Corps* retiring hoard are: 

a. Records from The Adjutant General: 

(1) Statement of Service of the Officer, WD AGO Form 26l, verified by ^ The 
Adjutant General. Not required in the case of a Regular Army onicer 
whose service appears in The Army Register. 

(2) Available original entrance and all other physical examinations. 

( 3 ) Other available original medical records (including enlisted medical 
records if any), field tags, clinical records and register cards. 

h. Clinical records of an officer from other United States Army hospitals 
and civilian sources if available. 

c. Officer's Qualification Card, WD AGO Form 66-1, -2, or -3. 

d. In all cases other than a Regular Army officer, where an officer has 
had World War I service, the Veterans Administration, Washington, D.C., will be 
contacted to see if they have a record of a previous claim from the officer and 
to forward an abstract of such records as are available. 

Transfer of records with patient . In the event the officer is 
transferred to. another Army hospital subsequent to the date the recoras are 
requisitioned and may appear before the retiring board at that hospital, all 
medical records including those received from The Adjutant General s Of . 1 ice with 
photostats will be forwarded to the hospital to which the officer is transi erred 
and the commanding officer of the latter hospital will be so informed. 

8 . Records required by Veterans Administration . The Veterans Admin- 
istration requires the records listed below regardless of whether or not the 
officer is to receive retirement pay or disability pension: 

a. Photostat of reports of physical examination at time of entrance on 
active duty. These will be obtained from The Adjutant General and will include 
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normally WD AGO Form 63 , Eeport of Physical Examination; WD AGO Form 64, Physi- 
cal Examination for Flying; and, in the case of officers formerly in an en- 
listed status, report of physical examination on entrance into the military 
service. (The original of reports of physical examination will be kept with and 
attached to the proceedings of the retiring board.) 

b. One copy of each Eeport of Physical Examination, WD AGO Form 63 , pre- 
pared for the retiring board. 

c. Original clinical records from each hospital in the United States in 
which the officer has been hospitalized, including the one in which he is hospi- 
talized at the time of appearing before the board. 

d. Original clinical records received from The Adjutant General. 

e. Photostats of Medical Eeport Card, WD AGO Form 8-24 (formerly WD MD 
Form 52) . 

f . Application for Pension (Veterans Administration • Form 526, long-form) 
or statement by the officer that he does not desire to file an application at 
this time, WD AGO Form E-5004. 

g. Copy of orders (or other instrument) relieving officer from active duty. 

9 . Procedure for obtaining and- transmitting required records . 

a. Bequest on other Army hospitals for clinical records will be submitted 
in duplicate on WD AGO Form B-5003 . 

b. Bequests to The Adjutant General will he submitted on WD AGO Form 26l 
in six clearly legible copies and addressed as follows (use of air mail author- 
ized) : 

Separation Section 
Officers 1 Branch, AGO 
Munitions Building 
Washington 25 , D. C. 

The Adjutant General will forward the records required above and other necessary 
records for retiring boards as are in his custody and within his duty to procure. 

c. In order to eliminate delays in the transmittal of records, extreme 
care will be exercised in entering the name and serial number of the officer in- 
volved. 

d. The hospital receiving a request (WD AGO Form B-5003) will retain one 
copy for record purposes and use the other copy as a letter of transmittal in 
forwarding the records. 

e. Except as indicated below, air mail will be used in forwarding requests 
and transmitting records when such means is more expeditious than regular mail. 
If weather or other conditions prevent transmittal of requests for records from 
those places where air mail would be used normally, Army net telegrams may be 
used in lieu of air mail. Air mail will not be used normally in transmitting 
bulky clinical records to the Veterans Administration. 
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f. Upon receipt in The Adjutant General's Office or in another hospital of 
the request for records, such records will be transmitted within 72 hours. If 
the requested records cannot be located or are not readily available, the com- 
manding officer of the requesting hospital, within 10 days of the receipt of the 
reguest, will be advised as to steps being taken to obtain the requested records. 

g. When a hospital in a numbered service command is to be closed and the 
records thereat transferred to another location, the commanding general of the 
service command in which the hospital being closed is located will notify the 
commanding general of each other numbered service . command the place to which re- 
quests for' records in such closed hospital should be sent. See paragraph 6b, 
Circular No. hi 6, War Department, 19^-4 . When such information is received at 
the. headquarters of a service command, it will be transmitted to all military 
hospitals in the geographical limits of the service command including those un- 
der the jurisdiction of the Army Ground Forces and Army Air Forces. Every ef- 
fort will be made to furnish the above information prior to the actual closing 
of the hospital. 
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REQUESTING CLINICAL AND RELATED RECORDS 

ARMY RETIRING BOARD OR AN 



DOCUMENT 



WARD OFFICER 



REGISTRAR 



OFFICER PATIENT 



SECTION I INITIATION OF REQUEST FUR RETIREMENT RECORDS PRIOR TO DISPOSITION BOARD MEETINGS 



DIAGNOSIS SUP, 
WD AGO FORM 6-176 



REQUEST FOR CLINICAL RECORDS 
PERTINENT TO RETIREMENT 
WD AGO R-5CC3 



REQUEST FCR ARMY RETIRING 
‘BOARD RECORDS (WORK 
SHEET), WD AGO FORM 251 



REQUEST FOR ARVY RETIRING 
BOARD RECORDS , • 

VD AGO FORM 251 



WD AGO 8-176 I 




XD AGO 8-176 1 


DIAGNOSIS tsesMB* 




DIAGNOSIS L 


SLIP 




SLIP f 



- Prepares as soon after admission 
as the ward officer determines 
the officer patient may appear 
before a retiring board (AR 605- - 
250, or AR 40-20,) 






- If officer nay appear before a 
retiring board, uses diagnosis 
slip as basis for action shown 
below to be taken within 48 hours. 

- Forwards to personnel section 
after recuesting clinical records. 




■ Reouests pertinent clinical 
records from each army hospital 
In the United States in which the 
officer patient states he has 
been hospitalized, as shown on 
diagnosis si ip Form 176 

(Use of airmail authorized.) 

■ Forward copies I and 2; files 
cepy 3 of request. 



WO AGO 8-176 
DIAGNOSIS 
SLIP 



WD AGO 261 
WORKSHEET 



Prepares or supplies flata to 
prepare Form 26 1 . 

States all service. 

■ Gives statement within 24 hours. 



CHART 1 



12 



1 OCT 45 



TM 12-245 



NECESSARY FOR APPEARANCE OF AN OFFICER BEFORE AN 
ARMY NURSE CORPS RETIRING BOARD 



MILITARY PERSONNEL SECTION 



PREPARATION 



DISTRIBUTION 



T. HE A D J 11 T A N i GENERAL 
OFFICER’S BRANCH 



OTHER ARMY 
HOSPITALS 



4 



■wo AGO 8-176 
DIAGNOSIS 
SLIP 



• Upon receipt of disposition slip 
indicating retirement, prepares 
WD AGO Form 261 as shown below. 

• Returns Form 8-176 to registrar. 




WO AGO 26 I 
WORK SHEET 






Prepares Work Sheet showing 
officer's service or has officer 
patient prepare statement. 

Uses 66-1 ,-2, or 3 as basis, or 
accepts statement from officer. 
Shows ail service 
Destroys after preparing 
WD AGO Form 261 below. 



Prepares completed Form 261 from 
Work Sheet. 

Officer patient signs original 
only. 

Personnel officer signs original 
only. 

■Prepares and forwards within 48 
hours after receipt of WD AGO 
Form 8-176, recommending appear- 
ance before a Disposition Board 
with a view to change ohysical 
classification to permanent 
limited service or appear before 
a retiring board. 



- Forwards copies I through 6 by 
mail or airmail to AGO. 

- Files copy 7 in suspense file. 

- Completes action same day 
received. 

- Destroys suspense file copy 
after receipt of records 
requested 




- Uses copy 1 to transmit 
cl inical records to 
request ing hospital. 
(See Chart 8) 

- Files copy 2 as record 
of transaction. 




1 WD AGO 261 




2 


WD AGO 26 1 




L : 


l WD AGO 261 frwaa 




4 


WD AGO 261 


ba 


* 


n ! 


b WD AGO 26 1 fe 






6 








WD AGO 


261 




1 


■ 





Forwards as shown in Chart 6 to 
reouesting hospitals 



Files in Control 
► To Photostat Sect ion 



Following operations performed in chrono- 
logical sequence: 

- Receives direct in Officer's Branch, AGO, 
Munitions Building, Washington 25, D. C. 

- Uses copy 5 to check records with Demobilized 
Personnel Records branch and Enlisted Branch. 

- Uses copy 4 to obtain photostats for 
Veterans Administration. 

- Uses copy 6 as Work Sheet for statement of 
service, 

- Types verified statements of service on parts 

1 - 2 . 

- Sends original to President, Retiring Board 
by mail or airmail with records. 

(See Chart 6). 

- Retains copy 2 for submission to Fiscal 
Director . 
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REQUEST FOR ARMY RETIRING BOARD RECORDS, 
WD AGO FORM 261 



REQUEST FOR RECORDS FROM THE ADJUTANT GENERAL 



1. LAST NAME-FIRST NAME— MIDDLE NAME 

DOS, John Maynard 



0456203 



5. LAST PERMANENT UNIT ORGANIZATION 

(■XUMIXT. KUAOKM. StCW CSKKAMO) 

Atchd unasgd (93 Iiif Div) 



[CAL NUMBERS 3. GRADE 

_ E-2L&7B9 __ M - J — 

6. NAME AND LOCATION! OF REQUESTING HOSPrTAL 

Schick GH 

Clinton, Iowa 





TYPE OF SERI 
RA.AyS.NA 
CRD, RESEfl 
OTHER 
OF NAT. GR 
SHOW STAY 


OCX 

T. 


ENTER OATES 


SERVICE 


«tQUWd-«A. HAT. ttSCXYL. OTHCt 


s mcc 


« ‘ 


FROM- 


TO- 








& mncz uk ovo nos tuu. w* scono pace attud to tm 


b 


DAY 


MONTH 


YEAR 


DAY 


MONTH 


YEAR 


YEARS 


MONTHS 


LAY* 


® Enlisted (Federal) Active 


HA, 


1 


5 


17 


4 


12 


18 








® Enlisted (Federal) Inactive 


EEC 


2 


2 


19 


7 


8 


20 








® Enlisted (Ron Federal) Active 


NC-HY 


5 


1 


24 


6 


6 


25 








® Enlisted (Federal)- Active 


FA, 


9 


7 


25 


- l 


10 


27 








® Warrant Officer (Federal) Active 


BA. 


2 


10 


27 


7 


7 


37 








® Commissioned (Federal) Inactive 


OFC 


5 


8 


33 


7 


7 


37 








^Commissioned (CCC duty) Active 


OEC 


7 


•8 


37 


7 


7 


4.1 








^Commissioned (Federal) Active 


OFC 


7 


8 


hi 


9 


3 


K2 








^Commissioned (Federal) Active 


AUS 


10 


■x 

> 


42 


2 


ll 


44 








^Enlisted (Ravy) (Federal) Active 


USH 


l 


9 


20 


5 


12 


23 








© 






















© 


























. 


















1. DATE AND PLACi OF BIRTH 

1 Jan 1900 Chicago, Illinois 


TOTAL 








CONVERTED TO 
YEA RS-MOl.— DATS 








Tfc PERMANENT ADDRESS FOR MAILING PURPOSES 

7900 So United Ave., Chicago, Illinois 


II. LEGAL RESIDENCE (FOR TRAVEL PAY PURPOSES) 

F+- Custer, Mich 


tt HAS THE OFFICER EVER APPEARED BEFORE AN ARMY RETIRING BOARD S£I WD AGO «M. L OR * <ANSwr* TES OW NO IF YES. STATE WHEN AND WHERE AND ATTACH 
PRESENT DIAGNOSIS OH ONE CONTINUATION SHEET. 

Ho 


11. HAS OFFICER INCURRED A DISABILITY IN COMBAT 
ORAS A RESULT OF AN EXPLOSION OF AN INSTRU- 
MENTALITY OF WART 
lAMSWl* YES M MO) Y$8 


14. IS OFFICER A FORMER ENLISTEDMAN I1N THE REG- 
ULAR ARMY WUH OVER 20 YEARS SERVICE 7 

•ANSWER YES 0* NO> NO 


i 5 . IF rTEM 14 IS YES ONLY ENTER APPROPRIATE RE- 
MARKS. SEE INSTRUCTIONS 

(ANSWER YES OR BO> NO 


It. 1 CERTIFY I HAVE STATED MY SERVICE TO THE 1 
(««natuw of omcn-ntx o 


JEST OF MY KNOWLEDGE 


17. SIGNATURE OF PERSONNEL OFFICER 


/ /[ X7+<- 


JS^AME AND GRADE OF PERSONNEL OFFICER CTYPtW 

John E Denroster, 1st Lt. AQD 


1. USE AN EXTRA COPY AS A WORKSHEET * ^AWUTANT SnER^5vfKoFT» SSW'BBSBSL 

2. SIGN ORIGINAL ONLY MUNITIONS BUILDING, 

1 UNAVAILABILITY OF SPECIFIC DATA WILL NOT DELAY PREPARATION WASHINGTON 25. D. C. 

OF THIS FORM 



4. ARM OR SERVICE 

Inf 



7. DATE OF REQUEST 

1 Sept 45 



WD WO fot* 1 Tfcii tana taponedm WD AOO T ora *1, l Norrabor u. which -rill oot b« «*<i tftrn wo*lpt <4 tbi» rrrUloti. 

1 NAB 1141 



ILLUSTRATION 2 
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10. TO AGO Form 26l, Instructions for preparation of EeguebC for Rec- 
ords from The Adjutant General , a. Care will "be exercised in preparation of 
Form 26l in order that the form will fully serve its purpose in expediting the 
forwarding of records to the "board requesting them. , 

b. This form has "been designed so it will not "be obvious to an officer it 
is a request for retirement records hut rather a routine request for records 
from The Adjutant General . 

c. Entries must he made • in each section of the request. Item numbers of 
the form will he completed according to the following instructions. 

ITEM TO . 

1 . Last Name - First Name - Middle Name . Be sure to spell out all three 
names. If there is no middle name or initial, no entry will he made under 
"middle name". 

2 . Army Serial jjumber^ Use all serial numbers, if officer has had en- 
listed service and/or service as a warrant officer iii addition to his officer 
status. 

3 . Grade . Enter present grade held. 

4. Arm or service . .Use arm or service of officer at time of request for 
record^ . 

5 . Unit Organization (Regiment, Squadron, Group, Command) . Use designa- 
tion of unit organization to which officer belonged immediately prior to hospi- 
talization. 

6 . Name and Location of Requesting Hospital . Include the official name of 
the medical facility requesting the records and the post office address at whicl 
such facility is located. 

7 . Late .of Bequest . Late should be. that on which request for records is 
dispatched from the hospital. 

8 Statement of Service: Show All Service Credited for Longevity Pa^ 
Purposes Under P.L. 421, 78 th Congress. Extreme care in this item is^of para- 
mount importance. First Section: It is not desired that each individual as- 
signment be listed. When applicable, first enter enltLsted service specifying if 
as such using a separate line for each type such as Enlisted Peserve Corps, Na- 
tional Guard, Regular Army, etc. Nonactive Federal service and active Federal 
service will be set forth separately as will each separate period of enlistment. 
Second, show warrant officer service. Third, show commissioned service, agair 
using a separate line for each type making separate entries for active Federal 
service and inactive. Show the date the officer accepted his commission. Erxtei 
active or inactive to indicate type of service for each entry in this column. 
Enter other service such as Naval, Coast Guard, etc., as mentioned in P.L. ^.21 - 
78 th Congress, on succeeding lines. Second section: Care in designation oj 
type of service is essential for ease in verif i cation 6 Third section: Late* 
must be accurate. Fourth section; Service Credited, Leave blank; this sectior 
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with, the resulting totals will "be completed by the Office of The Adjutant Gen- 
eral, 

9. Date and Place of Birth , Enter date and location of hirth. 

10. Permanent Address for filing Purposes , The address entered here 
should he the one at which the officer will receive his mail after relief from 
active duty. 

11. Legal Eesidence (For Travel Pay Purposes) . Regular Army officers who 

are being retired are entitled to select a home for travel to which they will he 
entitled ±o he paid. Officers of the reserve congponents on active duty and 
officers with rights similar to such officers are entitled to have the home of 
record in The Office of The Adjutant General at the time of entry on active duty 

considered for this purpose. Depending upon the attitude of the Comptroller 

General of the United States, which has not yet been ascertained, others may he 
entitled to select their homes in certain instances. Therefore, the home of 
record in The Office of The Adjutant General should he entered in all cases, and 

if the officer so desires, a home of selection may he added in parentheses. If 

it is administratively determined that such a home of selection <can he given 
legal effect, that will he done. 

12. Has the Officer Ever Appeared Before an Army Retiring Board? (Answer 
YES or NOT) YTf Yes, State When and Where and Attach Present (and Previous) Di- 
agnosis on Continuation Sheets . This question must he answered so that ref- 
erence to any former Army retiring hoard action may he checked against present 
diagnosis . 

13 . Has the Officer Incurred a Disability in Combat or as a Result of an 

Explosion of an Instrumentality of War: (Answer YES or HO.) The answer to this 

question is required to facilitate administrative determination in the Office of 
The Adjutant General whether pertinent provisions of the Economy Act of 1932 are 
applicable. 

1^. Is the Officer a Former Enlisted Man in the Regular Army with Over 20 
Years Service: (Answer YES or HO.) The answer is Yes only if the total active 
enlisted and commissioned service is over 20 years. 

15. If Item lb is Yes only Enter Appropriate Remarks . State whether officer 
desires to he retired as an enlisted man of the Regular Army, if eligible there- 
fore (Answer Yes or No.) In appropriate cases determinable by the War Depart- 
ment, former enlisted men of the Regular Army may he retired as such, after 
proper administrative procedures. The officer should he asked if he desires 
such retirement, if available to him, and advised that subsequent administrative 
determination of his case will effectuate his desire if he is eligible for that 
benefit. 

16. I Certify I Have Stated My Service To the Pest of My Knowledge (Signa- 
ture of Officer - Item l) . Officer will use his normal signature. 

17. Signature of Personnel Officer. This is the signature of the officer 
of the medical facility responsible for the proper preparation of this form. 

18. Name and Grade of Personnel Officer (Typed) . Same as name in Item 17 
with grade and branch of service added. 
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CHAPTER 3 



PHYSICAL RECLASSIFICATION OF AN OFFICER 

Purpose of a disposition board of medical officers. A disposition 
"board acting for the commanding officer of a hospital will make recommendations 
based on^medical findings, diagnoses, history and other clinical records as to 
the physical condition of the officer and type of service for which he is quali- 
fied. These recommendations, based entirely upon medical opinion, will be as 
set forth .in paragraph lk a below. 

. Work sheet and preparation of Disposition Board Proceedings for 
— WD AGO Form 8-118 . a. The military personnel section will enter 
Items 1 through 15 on one copy of WI) AGO Form 8-118, to be used as a work sheet, 
ihese Items are entered by the personnel section to insure the accuracy of such 
basic data as arm or service, Army serial number, flight status, and other im- 
portant considerations. The work sheet form is then forwarded by the military 
personnel section to the ward officer upon his request. 

b. The ward officer enters his recommendations on the partially prepared 
work sheet and prepares a brief clinical abstract on an original and four carbon 
copies of blank white sheets of paper. The work sheet, clinical abstract and 
clinical records are forwarded through the chief of service to the medical dis- 
position board. 

c. The disposition board, having reviewed, the records received, prepares 
the work sheet to reflect the recommendation of the board after examining the 
patient, directs the secretary or the secretarial pool to prepare the final Dis- 
position Board Proceedings for Officers, WD AGO Form 8-118, with the clinical 
abstract attached. The president and the recorder of the board sign only the 
original copy of the WD AGO Form 8-118. 

13. Approval of disposition board action . a. The disposition board 
proceedings are then forwarded to the registrar, who inserts the anticipated 
date of departure of the officer, if desired, on conies 1 through 5, and retains 
copy 5. The original and three carbon copies of the board proceedings are then 
forwarded to the commanding officer of the hospital for his approval and dispo- 
sition. 

b. For approval, see Chart 2. 

1^. Action of disposition board , a. Authorized recommendations. Upon 
completion of observation and treatment at a medical facility authorized the 
prerogative of physical reclassif ication, a disposition board will make appro- 
priate recommendation for disposition of the officer as follows: 

(1) To return to duty for general military service. 

(2) To return to duty for general military service, with waiver of a phy- 
sical defect nonprogressive in character and of such a slight degree as 
not to affect adversely performance of full duties appropriate to the 
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officer T s grade and 'branch, 

(3) To return to duty in a permanent or temporary limited service stat 
provided the officer is physically capable of efficient performance 
limited service duties. (See par. 1 6 .) 

(4) Temporary limited service will not exceed 6 months. The board wi 
recommend the date when the officer will revert automatically to ge 
eral service status or the date on which he will return to a medic 
facility for final disposition. Care will be exercised not to pla 
an officer on temporary limited service when the officer should 
classified as permanent limited service. 

( 5 ) To appear before an Army retiring board. (See Table 2.) 

15 • Disposition of officers subsequent to appearance before a dispos 
tion board. Subsequent to appearance of the officer before a disposition boa 
action as indicated below will be taken, in the case of named general hospital 
temporary general hospitals established by the War Department, Army Servi 
Forces convalescent hospitals (Zl) and regional station hospitals by the comman 
ing officer of the hospital. In the case of Army Air Forces convalescent hosp 
tais,Army Air Forces regional hospitals, and in the case of other medical faci 
ities having the prerogative of physical reclassification such action will 
taken by the commanding officer of the station having the medical facility und 
hie command. 

a. When the officer is recommended by the medical disposition board f 
return to general service or temporary limited service duty and the commandi 
officer concurs with such recommendation, he will assign the officer in accor 
ance with current directives. Where, in accordance with paragraph l4a (2), 
waiver is necessary for a minimal physical defect the commanding officer wi 
grant such waiver. In cases involving temporary limited service, he will spec 
fy the date when the officer will revert automatically to general service stat 
or will return to a medical facility for final disposition. 

b. When the officer is recommended by the medical disposition board f 
appearance before an Army retiring board and the commanding officer concurs wi 
such recommendation, he will issue the necessary orders directing the officer 
appear before the president of the appropriate Army retiring board. In medic 
Installations of the Army Air Forces where a retiring board is not constitute 
the commanding officer will transfer the officer on patient status to the nea 
est facility having a retiring board ,T for determination of the appropriates 
of the officer T s appearance before an Army retiring board.” 

c. When the officer is recommended for permanent limited service and 

(1) He does not desire to remain on active duty In a permanent limit 
service status, or 

(2) Has been certified as nonessential as provided in paragraph 16, 

the commanding officer will order the officer before the appropriate Army 1 
tiring board without reconvening the disposition board. If the officer is re 
commended for permanent limited service and has been certified as essential 
provided in paragraph 16, he will order the officer to the station of assignme 
obtained at the time of certification as to essentiality, 

d. An officer will be ordered to the appropriate separation center when he i 
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(1) Under orders for separation from the active service and - 

(a) Wa's o.riginally accepted for limited service duty, and 

(t) Has been found fit for limited service duty at the present time, 
and 

(c) His present incapacity is identical to the one with which he orig- 
inally entered on active duty, and 

(d) There is no evidence to indicate that the incapacity has been ag- 
gravated in the active military service. 

(2) Under orders for separation from the active service and has been found 
fit for general service duty. In this case the fact that the officer is 
under orders for separation precludes the probability of an assignment 
for him, therefore he should be immediately returned to the separation 
center or the officer replacement pool of assignment for completion of 
separation processing procedures. 

e. The following procedure will apply to personnel returned to the United 
States on permanent change of station under the provisions of War Department 
letter AG 370.5 (10 Aug bb) 0B-S-SB40T-M, 1 6 August 19^4, subject, Procedure for 
Return of Individuals (Short Title: ?Rl),' who are hospitalized while on leave. 

(1) If the officer is recommended by a disposition board to return to duty 
on a temporary limited or general service status the officer will be 
ordered to revert to his leave status and upon expiration thereof to 
report to the redistribution statipn to which ordered by the reception 
station which originally granted his leave. 

(2) If the officer is recommended by a disposition board to return to duty 
on a permanent limited service status the provisions of paragraph 1 6 
will govern, except that the request for certification of essentiality 
quoted in paragraph l6b (2) (a) will be changed to add the following: 

"This officer was returned from oversea service under Procedure for 
Return of Individuals (Short Title: PRl); was on a leave status at time 

of entrance into the hospital; has days unused leave; estimated 

date of discharge from this hospital — 

In the event that an assignment is obtained for the officer he will not 
be sent direct to the new assignment from the hospital but will be 
ordered to revert to his leave status and upon expiration thereof to 
report to the redistribution station to which originally ordered by the 
reception station which granted his leave. The assignment obtained will 
accompany his records from the hospital to the redistribution station, 
from which place he will be ordered to report to his new assignment. 

(3) In the event certification as to essentiality is not obtained under (2) 
above, or if the officer is recommended by a disposition beard to appear 
before an Army retiring board, the provisions of Table 2 will govern. 
The commanding officer of the medical facility at which the disposition 
board is located will take the necessary action to notify the command- 
ing officer of the reception station which originally granted the of- 
ficer his leave and the commanding officer of the redistribution 
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station to which he was to report, of action taken as a result of hos- 
pitalization of the officer concerned. 

f . When the commanding officer does not concur with the recommendation of 
the medical disposition hoard, he will require the medical disposition hoard to 
he reconvened for reconsideration of its findings. If the commanding officer 
concurs with the findings of the reconvened medical disposition hoard, he will 
issue appropriate orders in accordance with a, h, or c above. If he does not 
concur with the findings of the reconvened medical disposition hoard, he will 
forward the disposition hoard proceedings together with his recommendation to 
higher authority for decision and publication of appropriate orders. The re- 
viewing authority is established on the basis of command jurisdiction of the 
medical facility concerned, as follows: 

Medical facilities of - Reviewing authority 

Army Air Forces Commanding General, Army Air Forces. 

Army Ground Forces Commanding General, Army Ground Forces. 

Army Service Forces. . Commanding general of the service com- 

mand where the facility is located. 



Exempt medical facilities reporu- 

ing direct to The Surgeon General. . The Surgeon General. 

16. Return to duty on temporary or permanent limited service status 
(See Chart 5.) An officer patient will he returned to duty if he is - 

a. Currently in a general service status hut temporarily capable of only 
limited service duties. Such assignment to temporary limited service will not 
exceed 6 months. The hoard will recommend the date when the officer will revert 
automatically to general service status or the date on which he will return to a 
medical facility for final disposition. Care will he exercised not to place an 
officer on temporary limited service when the officer should he classified as 
permanent limited service. 

b. uurrenuly in temporary limited or general service stauus, hut capable of 
performing only permanent limited service provided that the officer patient Is 
desirous of remaining on active duty and the commanding general of the major 
command or defense command having assignment jurisdiction over the officer 
certifies that a position vacancy in grade exists for the officer in a military 
occupational specialty (MOS) for which he is qualified, and that his assignment 
is considered essential. The officer will certify his desire to remain on active 
duty by signing a statement, which will become part of his records and he for- 
warded with Army retiring hoard proceedings, as follows: 

I (do) (do not) desire to remain on active duty in a permanent limited 
service status. 



Date Name Grade Arm or Service ASN 

The officer patient who certifies his desire to continue on active duty in a 
permanent limited service status will remain in a patient status pending certi- 
fication as to essentiality. Paragraph 1, section VI, Circular No. 282, War 
Department, 19^, is modified accordingly. Certification will he obtained as 
follows: See Charts 3 and 4. 
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representative, in accordance with instructions issued by the Commanding 
General, Army Air Forces, 

(2) Cases, other than officers of the Army Air Forces and of arms and serv- 
ices on duty with Army Air Forces, and Medical Department (including 
female components) (see (4) below), in which officers are carried on 
the morning report of the hospital as "attached from other organiza- 
tions” or are carried on the sick report of their own organizations, 
will be referred by the commanding officer of the officer patient for 
certification, as follows: 

(a) As soon as it becomes obvious to the commanding officer of a general 
hospital or other designated medical facility that an officer will be 
ordered before a disposition board, and the board will probably find the 
officer physically qualified for permanent limited service, and the 
officer states his desire to remain on active duty in a permanent limited 
service status, the commanding officer of the hospital will notify the 
immediate commanding officer of the officer patient by the most expedi- 
tious means available (wire communication authorized) substantially as 
follows • 

”Re paragraph 5b (2) (a) War Department Circular Wo. , 

19^5 (officer concerned) (date) DPO, (diagnosis), (MOS), 
ROW.” 

In the above message the ”date” shown will be the date when 
the officer could be returned to duty; ”DPL” would indicate officer is 
qualified for permanent limited service; "diagnosis” would be the spe- 
cific cause for physical reclassification; ”MOS” would indicate the MOS 
in which the officer is believed qualified to perform duty; and ”RCW” 
would indicate that the hospital desires certification by wire that re- 
turn of the officer is desired. 

(b) If the return of the officer is desired he will be returned to his 
organization; if return of the officer is not desired, he will be re- 
lieved from assignment, attached unassigned to the detachment of 
patients of the medical facility concerned, and the case will be pro- 
cessed as in ( 3 ) below. See (c) below. 

(c) In the case of an officer assigned to a unit under the Jurisdiction of 
the Army Service Forces and his organization commander does not desire 
his return, the request for certification will be returned to the 
medical facility through the commanding general of the service command 
in which the organization is located, or through the chief of the 
technical service In the case of an officer hospitalized from a class 
IV installation, who may furnish an assignment for the officer in the 
same manner as his organization commander. If the commanding general 
of the service command or the chief of the technical service concerned 
does not desire assignment of the officer within his Jurisdiction the 
case will be processed as in (3) below. 

(3) Cases, other than officers of the Army Air Forces and of arms and 
services on duty with Army Air Forces, when the officer patient is 
carried on the morning report of the medical facility as "Attached 
unassigned," including officers of the Medical Department (including 
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female components) or return of the officer is not .requested und< 
( 2 ) above the following action will he taken: 

(a) The request for certification as quoted in (2) (a) above, a< 
companied by the Disposition Board Proceedings, TO AGO Form 8 - 1 : 
and a copy or photostat copy of the Officer's Qualification Cai 
TO AGO Form 66-1, -2, or -3, for all "attached unassigned" pei 
sonnel will be forwarded direct to The Adjutant General, Atter. 
tion: Officer's Branch, Munitions Building, Washington 25 , D.C. 
accompanied by a completed TO AGO Form 261, Eequest for Arn 
Petiring Board Eecords, if a request for these records has no 
been forwarded previously and it has been determined that th 
officer concerned will appear before an Army retiring board, i 
the $vent he is not ordered assigned by The Adjutant General 
When the Officer's Qualification Card is not available the com 
manding officer of the medical facility will certify as to th 
• reason for unavailability, 

1_. If an assignment is available in the War Department. 
The Adjutant General will so notify the medical facility 
concerned by wire and retain the correspondence foi 
filing. 

2. If no assignment is available in the War Department, The 
Adjutant General will so notify the medical facility 
concerned by wire, will return all correspondence for- 
warded with the request for certification by the most 
expeditious means available, and the completed TO AGO 
Form 26l will be withdrawn by The Adjutant General to 
serve as the' request for the necessary clinical records. 
See Chapter 2 . This will enable the medical facility 
to make necessary preparations for placing the officer 
patienu before the Army retiring board. 

(4) Officers of the Medical Department (including female components) ex- 
cept Medical Department officers on duty with the Army Air Forces, 
carried on the morning report of the medical facility as attached 
from other organizations and/or carried on the sick report of their 
own organization at Ihe station where the medical facility is located 
will be returned to their former organizations without the certifica- 
tion required by ( 2 ) above if the hospital commander concerned is of 
the opinion that the officer patient can perform the type, of duties 
normally required of him in his own organization. If it is not be- 
lieved he is physically capable of performing duty in his organiza- 
tion, certification as to essentiality will be obtained in the normal 
manner. 

c. Certification of essentiality of officers currently in a permanent 
limited service status whose status remains unchanged by recommendation of th© 
board will be obtained as in ( 1 ), ( 2 ), ( 3 ), or (k), above. 

17 • Instructions for completion of Disposition Board Proceedings for 
Officers, WD AGO Form 8 - 118 . a! Disposition Board Proceedings for Officers, 
TO AGO Form 8-118, is designed to provide concise, necessary information when 
the report of a medical disposition board 1 b required. 
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LETTER OF TRANSMITTAL OF RECORDS FOR AN 
OFFICER CLASSIFIED PERMANENT LIMITED SERVICE 
WHEN THE CASE IS REFERRED TO THE ADJUTANT GENERAL 



“l 



armt service forces 

Schick General Hospital 
Clinton, Iowa 



26 October 19^5 



SUBJECT: Request for Assignment for Major John M. Doe. 

TO: The Adjutant General 

Officers Branch 
Washington 25, D. C. 



1* Transmitted herewith are WD AGO Form 8-118 and 66-1 for 
Major John M. Doe, recommended for permanent limited service. Request 
appropriate action under Circular 109, War Department, 1945. 

2. Major John M. Doe is a battle casualty and does not desire 
to remain on active duty. 



2 Inc Is. 




JOHN E. DEMPSTER 
1st Lt., AGD 







ILLUSTRATION 3 
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PHYSICAL RECLASSIFICATION OF AN OFFICER 



DOCUMENT 



MILITARY 

PERSONNEL 

SECTION 



WARD OFFICER 



HOSPITAL 



CHIEF OF 
S E R V 1 C E 



S P 0 S I T I 0 N 
BOARD 




SECTION 2. DISPOSITION BOARD ACTION BY A BOARD OF MEDICAL OFFICERS 
A. When action Is approved by commanding officer of hospital 



WO AGO 8-118 
WORKSHEET 



Enters items I to 15, 
personnel data, on 
worksheet to insure 
accuracy. 



Jr* 



- Prepares worksheet. 




WORKSHEET 
DISPOSITION 
SOARD PROCEEDINGS, 
WD AGO FORM 8-1 18 



BRIEF CLINICAL 
HISTORY, DISPOSITION- 
BOARD PROCEEDINGS, 
WD AGO FORM 8-118 



CLINICAL RECORDS 
WD AGO FORM 8-33 
SER I ES 



BRIEF CLINICAL 
HISTORY, DISPOSITION 
BOARD PROCEEDINGS 
WD AGO FORM 8-118 



3.. When commanding officer of hospital reconvenes board 



WO AGO 8-1 1 8 
WORKSHEET 



• Reviews, approves or 
disapproves. 

■ Oses clinical abstract 
to review worksheet. 



-Preoi»res clinical abstract 



Initiates worksheet from 
clinical records. 



- Uses worksheet as basis for 
recording findings. 

- Meets within 48 hours after 
requested by chief of service. 
Destroys worksheet after 
secretary has prepared board 
proceedings below. 




BRIEF CLINICAL 
HISTORY DISPOSITION 
BOARD' PROCEEDINGS 
(RECONVENED) 

WD AGO-. FORM 8-118 



- Secretary of Board or Board 
Secretarial Poo! types completed 
WD AGO Form 8-118 and proof reads. 
■ President and Recorder of Board 
. sign original only. 

> (Clinical abstract considered part 
of WD AGO Form 8-1 18 hereafter.) 



-C. When reconvened board is referred to higher authority 




-Records findings as shown above 
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BY ACTION OF A DISPOSITION BOARD 



HOSPITAL 



REGISTRAR 




Fites clinical records, or returns 
to ward pending disoosition of 
patient. 




Reviews and initials original only. 

- Forwards to CO for signature. 

- Enters departure date, if desired 



COMMANDING 

OFFICER 



1 


WD AGO 8-118 




2 




WO AGO 8-1 18 






3 


WD AGO 8-H8 |«9 








4 WO AGO 8-H8 || 




L 


DISPOSITION! 






PRXEED1N6S 3 



ll 


WD AGO 8-118 | 


I2 


WD AGO 8-118 | 




1 WD AGO 8-1 1-8. | 




4 WO AGO 8-118 I 


©sqsJ 


. DISPOSITION 

i PROCEED 1 HGS 


Forwards to board with clinical 



records if required. 
- Destroys copies 2, 



- Forwards to board if required. 



- Approves or disapproves. 

- Signs original only. 

- If approves, forwards to C.O. 
of station. 

- If disapproves, forwards io 
Registrar to reconvene board. 

- Acts without delay. 



(If Board is Reconvened; 

[ ■ ■ I1BIIM 1 



COMMANDING 
OFFICER OF 
STATION 




HIGHER AUTHORITY: 

AAF HOSPITALS - C. G. , A.A.F. 

ASF HOSPITALS - C.6. , SERY. COMMAHD 
EXEMPT HOSPITALS - SURGEOH GEHERAL 



>. Distributes 



- Takes action requireo in Chart 5, 
i.e., preparation of orders. 



B 



Advance not Ice qonf i rwed by 
*0 AGO For* 8-118 *ay be sent 
by wire. 




I WD AGO 8-1 18 


2 




WO AGO 8-118 




3 


Wp AGO 8-118 Ji 






* WD AGO 8-118 • J 






DISPOSITION 1 






PROCEEDINGS J 



If Reconvened Board Disapproved Forwards to Higher Authority 



f 

■ 

I 



r 



- Reviews and initials original only. 

- Forwards t<* CO for signature. 

- Enters departure date. 



- Approves or disapproves. 

- Signs original only. 

- If approves, forwards to C.O. 
of station. 

- If disapproves, forwards to higher* 
authoF ity . 

- Acts without delay. 




Takes action requireo in Chart 5, 
I.e., preparctlon of orders. 




- Reviews and decides disposition 
to be made of officer patient. 
Holes and returns form. (Air- 
nail authorized.) 



- lakes action required in Chart 5, 
i.e., preparation of orders. 
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RETURN TO DUTY ON PERMANENT 



DOCUMENT 



hospital 



A 0 JUT ANT OR REGISTRAR, 
AS DESIGNATED 8Y 
THE COMMANDING OFFICER 



MILITARY PERSON 
DIVISION 



N E L 



■SECTION 3 CERTIFICATE AS TO WHETHER OR NOT A SUITABLE ASSIGNMENT EXISTS FOR AN OFFICER PATIENT 
A. When a liaison officer Is present at the medical facility 

DISPOSITION BOARD 
PROCEEDINGS (APPROVED) 

WD AGO FORM 8-118 



OFFICERS QUALIFICATION CARD 
WD AGO FORM 66-1, 

66-2, OR 66-3 



NOTICE OF ASSIGNMENT 
OR CERTIFICATE NO 
ASSIGNMENT EXSISTS 




Forwards original of Disposition 3oard oroceedings 
to Personnel Division. 

See Chart 2 for source of document. 






Forwards Officers Salification Card with Disposition 
Board oroceedings to Liaison Officer. 



WD A60 8-118 






NOTICE 

OR 

CERTIFICATE 



- Issues appropriate orders, ana, 

- Distributes WD AGO For* 8- 118 as shown in following 
chart. 

B. When the officer patient, other than AAF or Medical Department, is attached from other oroan i zat I ons. 



WIRE REQUESTING OFFICER'S 
ORGANIZATION TO CERTIFY 
OFFICER IS ESSENTIAL 



WIRE REQUESTING CERTIFICATE 
OF ESSENTIALITY 
FOR AN ASF OFFICER 
FROM CG SERVICE COMMAND 



Wlftt FROM CG SERVICE 
COMMAND STATING 
ASSIGNMENT OR RELEASING 
RECORDS TO THE 
ADJUTANT GENERAL 



WD AGO 8-118 



WD A60 8-118 



3 WD AGO 8-118 



* WO AGO 8-118 
DISPOSITION BOARD 
PROCEEDINGS 






■ Uses to prepare wire below. 
• No other data required. 



WIRE REQUESTING 
CERTIFICATE OF 
ESSENTIALITY 



■ Requests certification by wire from officer's 
organization whether or not a position vacancy 
in grade exists for the officer in an MOS for 
which he is qualified and that his assignment 
is considered essential. 

■ Destroys cooy of wire after receiving answer. 



©GEi 




WIRE STATING 
OFFICER IS 
ESSENTIAL 



Receives. 

Issues auprooriate orders. 



WIRE FROM 
CG, SERVICE 
COMMAND 



• Receives. 

■ Issues aporooriate orders if assignment exists, or 

■ Forwards records to The Adjutant General if no 
assignment is available. 

■ See following chart. 

• Distributes WD AGO Form 8-118 if officer is assigned. 



CHART 3 
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limited service status 



HOSPITAL 



LIAISON OFFICER 



ORGANIZATION OF ASSIGNMENT 
OF OFFICER WITHIN 
UNITED STATES 



COMMANDING GENERAL OF 
SERVICE COMMAND 
OF ASSIGNMENT 
OF OFFICER 




- Prepares notice of assignment or certificate 
no assignment exists. 



Officers of the Medical Corps, Dental Corps, Army Nurse Corps, 
Dietitians, and Physical Therapists, other than those under 
jurisdiction of The Commanding General, Army Air Forces, 
carried on the morning report of the medical facility as at- 
tached from other organizations and/or carried on the Sick Re- 
port of their own organization at the station where the medi- 
cal facility is located, will be returned to their former or- 
ganizations without the certification required by Section 8, 
this chart if the hospital commander concerned is of the opin- 
ion that the officer-patient can perform the type of duties 
normally required of him in his own organization. If it is 
not believed he is physically capable of performing duty in 
his organization, certification as to essentiality will be ob- 
tained in the normal manner. 



WIRE REQUESTING 
CERTIFICATE OF 
ESSENTIALITY 



- Receives and reviews. 



WIRE STATING 
OFFICER IS 
ESSENTIAL 



If officer is desired back wire 
facility certifying so. 



to medical 



WIRE REQUESTING 
CERTIFICATE OF 
ESSENTIALITY 



If officer's organization does not desire 
return of officer and officer is under 
jurisdiction of Army Service Forces for- 
wards above request to commanding general 
of service command in which located. 



WIRE REQUESTING 
CERTIFICATE OF 
ESSENTIALITY 



J— © 



■ Reviews. 

■ Furnishes assignment if desired. 

• May request additional information froq 
medical facility if essential. 



WIRE FROM 
CG, SERVICE 
COMMAND 



• Wires medical facility assignment for ttfficer 
or to forward records to The Adjutant 'General 
if no assignment exists. 
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RETURN TO DUTY ON PERMANENT LIMITED SERVICE STATUS 



DOCUMENT 




HOSPITAL 


THE ADJUTANT GENERA'L 
OFFICERS BRANCH 
MUNITIONS BUILDING, 
WASHINGTON, D. G 


ADJUTANT OR REGISTRAR 
AS DESIGNATED BY 
THE COMMANDING OFFICER 


military 

PERSONNEL 

SECTION 


C. In all other 
essen t i al i ty 


cases, other than previously shown, 
of an officer in permanent limited 


when the Adjutant General is reaue 
service status 


stea to determine 



DISPOSITION BOARD FOR 
OFFICERS (APPROVED) 
WD *AG0 FORM 8-1 IS 



OFFICERS QUALIFICATION 
CARD 

WD AGO 66-1, 66-2 
OR 66-3 



r WD AGO 8-118 
DISPOSITION 
BOARD PROCEEDINGS 



LETTER OF TRANSMITTAL 
TO THE ADJUTANT 
GENERAL 



Vi IRE FROM AGO TO HOSPITAL 
STATING ASSIGNMENT OF 
OFFICER OR CERTIFICATION 
OF NON-ESSENTIALITY 



TRUE COPY OF AGO WIRE- 
CERTIFYING OFFICER IS 
NOT ESSENTIAL 



- Forwards original WD AGO 8-118 to 
Military Personnel Section. 






WIRE FROM AGO 



- Receives wire AGO stating disposition 
to be made of officer. 

- Issues appropriate orders. 






CERTIFICATE 

CERTIFICATE 



CERTIFICATE OF 
NONESSENTIAL ID 




1 






1 WD AGO 8-118 

ROAPft 




2 


WD AGO 8-118 




PROCEEDINGS 






3 WD AGO 8-118 







- Receives. 

- Acts as automatic request for 
certification. 



I WD AGO 66 
QUALIFICATION 



Obtains Qualification Card or 
photostat of same. 



1 LETTER OF TRANS. 



LETTER OF 
TRANSMITTAL 



- Prepares letter of transmittal stating 
if: 

a. Battle wounded and whether officer 
desires to remain in service. 

b. For other than battle wounded if 
officer requests consideration to 
remain on active duty. 

- Forwards request for Army Retiring 
8oard records, WD AGO 261, if not 
previously forwarded as provided 
in Chapter 2. 



To Recorder, 
Army Retiring 
Board 



If officer patient is certified as 
nonessential prepares true copies of 
certificate for Army Retiring 8oard. 




Distributes. 

See following chart. 



WP AGO 8-H8 

V WO AGO 66 M MW 

LETTER OF IJk 
■ TRANSMITTAL I 



Receives. 

Obtains assignment within five days 
or wires hospital officer is not 
essential. 

Returns records to medical facility 
when appropriate. 

Takes appropriate action... 



WIRE FROM AGO 



Wires medical facility disposition 
to be made of officer 
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DISPOSITION BOARD PROCEEDINGS FOR OFFICERS 

AR4-SM 

C LOCATION OF HOSPITAL WHERE BOARD MET " ' — ' 



Schick General Hospital, Clinton, Iowa 



i last Name — first name— mi dole initial 

Doe, John M. 



• If KIT ORGANIZATION. (REGlMExT. SqUAWWH. CROUP COM KAMO). 

Camp Stoneman, California 



4 ARMY SERIAL NO. 

0-456203 



II CIRCUMSTANCES UNDER WHICH ADMITTED TO HftSPTTAl (ru** r* 

i' gastric distress, nausea, vomiting blood 



a MILITARY OCCUPATIONAL SPECIALTY (TITIX) 

Battalion Executive 



S GRADE 

Maj or 



9 DATE ADMITTED 

1 Sept 45 



; ARM OR SERVICE 

Up* 



2 DATE Of MEETING 

17 Oct 45 



AGE IN YEARS 

45 



W TRANSFERRED FROM (FACILITY) 

Direct casual ^from leave 



12 DATE ENTERED ON ACTIVE DUTY I N COM M ISSIONED STATUS AND WHETHEK 
LIMITED OR GENERAL SERVICE * 

10 Mar 43 L/S duodenal ulcer. 



5 ON FLYING STATUS PRIOR TO 
PRESENT PERIOO OF HOSPITAL!* 
ZATION 



1. Ulcer, chronic, recurrent, peptic of duodenum without obstruction, cause 
undetermined. Improved - LOD - NO. EFTS 



2 . 



Hemorrhage, mild, secondary to #1, 1 September 1945. 
(cured) LOD - Yes. 



Clinton, Iowa. 



3. Anxiety State, mild, secondary to #2, improved - LOD - Yes. 



DATE BECAME 
INCAPACITATED FOR 
MILITARY DUTY 



1 Sept 1935 



APPROXIMATE 
DATE OF ORIGIN OF 
EACH INCAPACITY 
(ENTC5 EACH HATE) 



1935 



DEGREE Of DISABILITY FOR MILITARY SERVICE (CHECK APPROPRIATE ITEMS) 



H PERMANENT 

X 



» TEMPORARY 



I* IS CAUSE OF 
INCAPACITY 
INCIDENT TO SERVICE 



No 



» EXISTED PRIOR 
TO ENTRY ON 
ACTIVE DUTY 



Yes 



I PERMANENTLY 
AGGRAVATED 
BY ACTIVE DUTY 



No 



2 MAXIMUM 
HOSPITAL BENEFIT 
RECEIVED 



Yes 



TYPE OF SERVICE RECOMMENDED (CHBCX 0»c) 



n STATE DISABILITY BRIEFLY IN NONTECHNICAL LANGUAGE ' L_ “ L “ — ! 

Incapacitated because of recurrent active ulcer of the stomach, even when on 
permanent limited service and inability to subsist on Armv rations. 


Major John M. Doe, Infantry, be ordered to appear before an Army Retiring 


Board. 






» SIGNATURE OF BOARD MEMBER REQUIRED (iWCSIOOfT) 


* SIGNATURE OF BOARD MEMBER REQUIRED (muXmoO<7~~ 


V SIGNATURE OF THIRD MEMBER (NOT NBXMKd) 


name, grade, arm or service (type) 


NAME. CRADC ARM OR SERVICE (TYPE) 


NAME. GRADE. ARM OR SChVK* {MJQUWCD) 


James S. Quinn, Major MC 


George B. Brady, Capt. MC 


Roy A. Lewis, Major, MC 


3» POamON VACANCY EXISTS | YES j NO 


3B DATE APPROVED 


• DATE APPROVED 


CITE APPLICABLE WAR CEP ART MENT DIRECTIVE 


signature of c a or hosStal 


{SIGNATURE. C 0.. ON DEPUTY OF STATION 


SIGNATURE OF UAOOM OFFICER 


NAME. CRADT. TTTIE (TTH) ' ’ “ 


{NAME GRADt TTTLE CTYT13 




John B. Scott, Colonel MC 




NAME AND GRADE OF UAUON OFFICER (TYPE) 


Commanding 






« {DATE DEPARTURE 


42 {REMARKS 




WU Attu FORM q i.a 
I MAI 1141 0-110 

Till* form jeperaMW WD XQC Form B-I1S, 1 CN 



rMBTaUCTIONS: Orlftml maul toot mopUm to b* prvporod. 8ipi ortxlna) oblr: SlroAtor* 
Uofa m briW Clinloml Ab*tr*rf col i whJu 

•H poodble, tndiooia may knows tWoote upon mdrj oo Satj on A 
WmJrw ra «r*nUd. 

tEoQiifcjd only tf Com mteyH ac Offloor o< HoosObI la not aatboriaod to 
IT or AqgrfqtgtnUjro pcrpotaft. 

tV 



woctltntoa Approval. At- 



NOTE : On the first revision of WD AGO Form 8-118 the wording of Items 17 , 18 , and 19 

vlll he made Identical to the wording of the similar Items on WD AGO Forms 199 
3-99-1 • Until receipt of the nev form 8 -llS use this form as shown above. 
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DISTRIBUTION OF DISPOSITION BOARD PROCEEDINGS. 



DOCUMENT 


COMMANDING OFFICER 
OF 


REGISTRAR 


OFFICER PATIENT 




STATION 




-rnoc i UCniCAl H 1 £ PITS 



PRESIDENT ARB 



A. Ordering an officer to return to outy 



DISPOSITION BOARD 
PROCEEDINGS (APPROVED), 
WD AGO FORM 3-118 



OFFICERS QUALIFICATION CARD, 
WD AGO FORM 56-1 , 2 OR 3 



ORDERS 

RETURNING AN OFFICER 
TO DUTY 




■ Prepared in Chart 2 
- Hails to commanding officer to whom 
officer, is assigned with 66 card. 



QUALIFICATION 

CARD 



Removes from file. 




Uses for information as 
to departure of patient 



- Prepares necessary orders. 

- Distributes orders as shown. 

- If Part I, *0 AGO Form 8-118 and 
Qualification Card have been for- 
warded to TAG for assignment, Form 
8-118 will not be forwarded here. 



B. Ordering an officer to appear. before an Army Retiring Board 

DISPOSITION BOARD PROCEED- 
INGS (APPROVED), WD AGO FORM 
8-U8 



LETTER OF NOTIFICATION 
TO OFFICER PATIENT 



ORDERS. 

FOR AN OFFICER TO 
APPEAR BEFORE A 
RETIRING BOARD 



■ WD AGO 8-118 



2 *D AGO t-IIS 



3 «D AGO 8-tl 8 






*0*AG0 8-118 
DISPOSITION 
PROCEEDINGS 



J* 5 © 



Prepared in Chart 2. 



ORDERS 


2 




ORDERS 




l \ 


3 




OROERS 


1 \ 


i 

Si 


1 




OROERS 


i \ 




5 




ORDERS | TK. 


% 


( 


6 


ORDERS 1 % 




Vi 


7 




ORDERS 1 % 




| 


3 


8 




OROERS 1 % 
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ORDERS | ^ 






i 


■ 


10 


ORDERS | 








Vi 


11 ORDERS 








V 


. 1 


2 OROERS fa 












13 












OROERS 








■ 



L 



Uses for information and 
travel voucher. 



□ 



LETTER OF 
NOTIFICATION 



- Receives. 

- Signs and returns 
copy 2. 



t ” 



LETTER OF 
NOTIFICATION 



Prepares orders designating coun- 
sel and ordering officer patient 
to appear before retiring board. 



• Uses for information as 
to time officer will ap- 
pear before retiring 
board. 




1° ORDERS 



- Prepares 



T 



9 



ORDERS 



- Receives orders to 
appear before retiring 
board at a specified 
time. and place. 



Receives notification 
that officer is to ap- 
pear before retiring 
board. 



CHART 5 
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QUALIFICATION CARD, AND ISSUANCE OF ORDERS 



RECORDER ARB 



MEDICAL WITNESS 



COMMANDER TO WHOM 
OFFICER IS ASSIGNED 



COMMANDER HAVING 
ASSIGNMENT JURISDICTION 



THE ADJUTANT GENERAL 




- Received with orders below. 




Receives notification that 
officer is to appear be- 
fore retiring ooard. 

■ Receives WD AGO Form 8-1 1 8 
for board proceedings. 

■ Attaches above to Retiring 
Board Proceedings. 



- Receives notification to ex- 
amine officer patient and to 
appear as medical witness at 
retiring board. (Medical 
witnesses may perform joint 
examination. Recorder may 
give notice of exact time of 
meeting by phone. ) 



3 WD AGO 8-1 18 
DISPOSITION 
PROCEEDING 



1 WD AGO 8-118 
DISPOSITION 
PROCEEDING 



Received with orders below. 



Receives with orders below 
If original WD AGO Form 
8-118 has previously been 
received by the Adjutant 
General WD AGO Form 8-118 
will not be received here. 



- Uses to effect assignment. 



Uses tor strength reporting 
and assianment information 



Sends WD AGO Form 8-118 
and Copy 2 of orders to 
20! File. 

• Prepares Machine Records 
Reports from Copy I orders 



NOTE. 1 


: The commanding officer of 

the hospital issues orders 
appointing medical wit- 




nesses. 




- Receives notification offi 
cer may be retired. 



■ Receives notification offi 
cer may be retired. 
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DISPOSITION OF AN OFFICER PATIENT 



OFFICER ORDERED TO HOSPITAL FOR PHYSICAL REEVALUATION OR IN HOSPITAL ON PATIENT STATUS 


RETURN 

TO 

DUTY 


RELIEVED 

FROM 

ACTIVE 

DUTY 


REMAIN 

ON 

PATIENT 

STATUS 


AFTER APPEARING BEFORE DISPOSITION BOARD 
1. FIT FOR GENERAL OR TEMPORARY LIMITED SERVICE 

«. General service with or without minima] waiver 








b. Temporary Halted service to report at specified future date for physical reevaluation 


w 

A 


c. Temporary limited service to revert to general service at a specified date without physical reevaluation 


W 

A 


d. General or temporary Halted service returned from oversea on peraanent change or station under PR1, and 
hospital (zed while on leave, will revert to leave status and — 


s ® 


e. General service and under orders for separation 








2. FIT FOR PERMANENT LIMITED SERVICE - CERTIFICATION AS TO ESSENTIALITY SECUREO AT THIS POINT 
.a. Jf officer states he desires to remain on active duty and is certified as essential 


A 






b. If officer states he does not desire to remain on active duty - or is not certified as essential 


W 


3. FIT FOR PERMANENT LIMITED SERVICE STATUS, AND THE OFFICER WAS RETURNED FROM OVERSEA ON PERMANENT CHANGE OF 
STATION UNDER PR 1 r AND HOSPITALIZED WHILE ON LEAYE 

a. If certified at essential 








b. If not certified as essential 








N. UNOER ORDERS FOR SEPARATION FROM ACTIVE SERVICE, AND 

a. Wes originally accepted for Halted service duty at the present time, and has been found fit for Halted 
service duty at the present tlae, and his present Incapability is Identical to the one with which he 
originally antered on active duty, and there is no evidence to Indicate that the Incapability has been 
aggravated in the active military service. 








b. Fit for general service duty. (Orders for separation preclude probability of assignment.) 








5. SHOULD BE ORDERED BEFORE AN ARMY RETIRING BOARD OR ARMY NURSE CORPS RETIRING BOARD ’See rlghthand page. 

AFTER APPEARING BEFORE AN ARMY RETIRING BOARD OR ARMY NURSE CORPS RETIRING BOARD 

6. THE BOARD FINDS: 

e. Fit for general service or recoanended for teaporary limited service 

(1) ASF l AGF Officers: Remain on patient status pending final action by the War Department on Army 

Retiring Board proceedings 






A 


(2) AAF Officers: Ordered to duty station in accordance with instructions of CG, AAF pending final action 

by the War Department on Army Retiring Board proceedings 






W 


b. Pit for permanent limited service after disposition board has praviously recommended permanent limited 
service and the officer has bean certified* as nonessential 




A 




c. Fit for permanent' 1 imited service only after disposition board has previously recommended retirement 

(l) ASF i AGF Officers: "Atchd fr other Orgns" or carried on sick report of own organization if return 

of officer is desired. 




w 


(2) ASF i AGF Officers: "Atchd fr other Organs" or carried on sick report of own organization if return 

is not desired 






A 


(3) ASF t AGF Officers: "Atchd Unasgd" : Remain on patient status pending action by War Department on Army 

Retiring 8oard Proceedings 






A 


(4) AAF Officers: CG AAF certifies as to essentiality at time Army Retiring Board proceedings go through 
Hq AAF to the War Department at which time appropriate disposition is directed 






W 

A 


(5) All cases not covered by (l), (2), (3), or (t) above 






A 


d. Incapacitated for any further military duty 

(1) An officer whose physical condition requires will remain a patient In the hospital until transfer to 
Veterans Administration facility can be effected 






W 

A 


(2) Transferred to Veterans Administration facility when appropriate, and relieved from active duty upon 
arrival thereat 






W 


(3) An officer of Regular Army, Army Nurse Corps, Dietitian, Physical Therapists, will remain on patient 
status pending Issuance of orders by The Adjutant General 






A 


(4) Other than d (./, (2), (3) above, an officer Is ordered on terminrl leave, assigned and processed In 
accordance with current War Department directives 









e. Officers under orders for separation 
(1) Fit for general service 






(2) Found physically incapacitated by retiring board. 






A 


(3) In rare instances where It is determined to be to the beat interest of the service and/or officer, the 
officer patient may be recommended for retention in the service on a temporary limited service status 




^80 


*. 






w 



TABLE 2 . 
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PHYSICALLY RECLASSIFIED 



VETERANS 

ADMINIS- 

TRATION 

FACILITY 



TO REPORT 
TO REDIS- 
TRIBUTION 
STATION 



RETURNED 
TO FORMER 
ORGANI- 
ZATION 



REPORT TO 
SEPARATION 
CENTER 



ORDERED TO 
DUTY STA- 
TION IN AC- 
CORDANCE WITH 
DIRECTIVES 
ISSUED BY 
CG AAF 



ORDERED 

BEFORE 

ARMY 

RETIRING 

BOARD 



SHOULD BE ORDERED BEFORE AN ARMY RETIRING BOARD 
OR AN ARMY NURSE CORPS RETIRING BOARO. 



* Recommendat ion of disposition board for officer to appear 

before an Army Retiring Board. Such recomtiendat ion will be made 
when the medical disposition board determines that one of the 
following circumstances exists: 

a. An officer currently in a general service status is 
considered permanently physically incapacitated for all military 
service. 

b. An officer currently in a general service status is 
considered physically incapacitated for general service but phys- 
ically qualified. for permanent limited service. 

(1) If he states that he does not desire to remain 
on active duty in a permanent limited service 
status, or 

(2) If he states he desires to remain on active duty 
in a oermanent limited service status but his 
services have been certified as not essential. 

c. An officer currently in a temporary or permanent 
limited service status is found to be — ' 

(1) Permanently physically incapacitated for any 
mil itary serv ice, or 

(2) Physically qualified for permanent limited 
service but whose services have beer certified 
as not essential under provisions of this man- 
ual and the provisions of g (I), (2), or- (3) 
below apply. 

d. An officer, regardless of his previ-ous physical clas- 
sification, who is eligible for separation from the service under 
any current oolicy and is qualified for temporary limited service 
only and who desires to be relieved from active duty. In. any such 
case the individual must appear before a disposition board for 
physical evaluation or reevaluation within the 30 day period im- 
mediately preceding appearance before the Army retiring board. 

e. An officer about to be relieved from active duty and 
already in a retired status by reason of a physical disability is 
found to have aggravated, while serving under temporary appointment 
in a higher grade, the physical defect for which he was previously 
retired or to have incurred an additional physical disability. 

f. An officer about to be relieved from active service 
and already in a retired status for reason other than physical 
disability is found to have a physical defect which is Permanently 
incapacitating for active military service. 

g. An officer currently in a permanent limited service 
status and about to be separated from active service is found to 
have — 

(1) A defect for which he was previously classified 
as limited service and such defect has become 

. aggravated, or ^ 

(2) An additional defect which is permanently in- 
capacitating, or ^ 

(3) Been iccepted for military service in a genera 1.^ 

service cataoory. f 

h. An officer about to be separated from active service 
alleges that he incurred or had aggravated in act ive -mi 1 itary f. 
service a physical defect which is- permanently incapacitating 
unless it is clear beyond a reasonable doubt that the allegation 
was groundless. 

>* 

i. An officer currently on general service status under 
orders for separation from active service who has appeared be'&fcr'e 
a disposition board and it has been determined that he could per- 
form permanent limited service duty. In this event a recommenda- 
tion that the officer be returned to duty would obviously be ’ 
inappropriate, therefore the officer concerned wi 1 1 be immediacy 
ordered before the appropriate Army retiring board. 
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CLINICAL ABSTRACT 

Major John M, Doe, Infantry, 0-456203, Unit Organization, Camp Stoneman, 

California. Source of Admission - direct casual from leave. 

Previous Personal History: Usual childhood diseases. Appendectomy, Roosevelt 

Hospital, Chicago, III., 1929. Tonsillectomy 1932. In 1935, he first 
noted epigastric distress, a little nausea and vomiting between meals re- 
lieved by food and milt. A gastro- intestinal x-ray series shoved a 
duodenal ulcer and he was hospitalized at the Roosevelt Hospital, Chicago, 
111., where it was found he was having tarry stools. On medication and a 
dietary regime, he showed improvement in a few weeks. In 1937, he had a 
recurrence of his symptoms, with tarry stools, which were controlled by 
diet. On physical examination for appointment in 1943, he claimed that 
on a modified diet he had been asymptomatic for five years. X-rays at 
the time of his examination for appointment in 1943, vere reported nega- 
tive for ulcer. He was appointed for limited service with a waiver for 
history of duodenal ulcer, and entered on active duty 10 March 1943. 

History of Present Illness: This officer was allowed to go overseas in July 

1943. While in England about April 1944-, he had a mild recurrence of his 
stomach symptoms, but by watching his diet and taking alkalies for a few 
weeks, his symptons disappeared. In November 1944, he began to notice 
weight loss, and epigastric distress at night. He again watched his 
diet, on an ambulatory regime until 8 December 1944, when he had a hemor- 
rhage and vomited blood. He was admitted to the 14th General Hospital 
and after a few weeks, appeared before a disposition board, found inca- 
pacitated for active service and returned to the Zone of Interior. On 
arrival in the United States, he. was admitted to the Hallo ran General 
Hospital, where the diagnosis of duodenal ulcer was confirmed by x-ray. 

He appeared before a disposition board and because of being asymptomatic 
and his request to be allowed to remain on duty, in May 1945, he was re- 
turned to duty on a permanent limited service status within the continen- 
tal United States. After a time he noticed a recurrence of his symptoms 
with vomiting on several occasions. On 1 September 1945, while in 
Clinton on leave, he vomited blood and was admitted to the Schick General 
Hospital the same day. 

Physical Examination on 1 September 1945 revealed a rather tense, anxious 

appearing individual who complained of pain in his stomach. He was nau- 
seated and vomited "coffee ground” material. The examination was essen- 
tially negative except for the moderate epigastric tenderness. Blood 
pressure was 98/60. His reflexes were increased and he wa3 very nervous, 
anxious and worried over the possibility of continuing to hemorrhage . 
Heart and lungs negative and there was no rigidity or spasm of the 
abdomen. 

Laboratory Examination: RBC 4,400,000; WBC 10,000; Hemoglobin 86$. Emesis 

strongly positive for occult blood. Feces also positive for occult 
blood, for a few days after entering the hospital. Urinalysis negative. 
Barium studies of upper gastro- intestinal tract 15 September 1945, showed 




ILLUSTRATION 4 (CONT’D) 
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b . Entries must be made in each section of this report, including negati 
entries, except those sections which are considered inappropriate to the parti 
ular case . Item numbers of the form will be completed according to the folic 
ing instructions: 

ITIM NO. 

1. Name and location of hospital where board met . Entry in this spa 
will include the official name of the medical facility and the post office a< 
dress at which such facility is located. 

2. Date of meetings . Entry in this space will include the date upon whic 
the medical disposition board met and concluded findings in the case. If fine 
ings resulted from a series of meetings of the board, the date will be that c 
the final meetings. The date will not be made as of the date the board proceec 
ings were typed for record purposes. If board is reconvened for reconsideratic 
of former findings, a new form 8-118 should be made out and under item 2 shoul 
by typed u Board reconvened” and state date upon which the board met and con 
eluded the findings in the case. 

3. Last name - first name - middle initial . Entry under this space i 
self-explanatory. If there is no middle name or initial, no entry will be mad 
under "middle name". 

Army serial number. Army serial number will be blocked in groups o. 
three digits from right to left, e.g., 0 000 000 (AE 3^5-1 ). 

5. Grade. Current grade now held by officer-patient. 

6. Arm or service. Entry in this space will include the arm or service ir 
which the officer is commissioned or, in the case of branch immaterial officers, 
the arm or service to which first assigned. If serving in other than basic arm 
or service in parentheses; for example: AC (INF). 

7. Age in years . Age will entered in full years. 

8. Unit organization. Entry in this space will include the unit and major 
command to which the individual is assigned or was assigned just prior to pre- 
sent period of hospitalization. If the officer is detailed in GSC, IGD, The 
Secretary of War T s Office or other than AAF, AGF, or ASF, state so. 

9. D ate admitted . Entry in this 3pace will include the date of admission 
to the medical facility conducting the medical disposition board proceedings. 

10. Transferred from . Entry in this space will include the medical facil- 
ity, such as dispensary, station, regional, convalescent, or general hospital 
from which the individual was transferred to the medical facility in which he is 
presently a patient. 

11. Circumstances under which admitted to hospital. Entry in this space 
will include the circumstances under which the individual was admitted to the 
hospital. Appropriate entries in this space will be: 



38 



I OCT 45 



TM 1 2-245 



a. Admitted from command . (This will apply when the hospital acts as a 
station hospital for the organization of assignment of the individual.) 

h. Admitted as casual from command. (This will apply when an individual 
is admitted to a hospital facility not the station hospital of his organization 
while on detached service or leave status.) 

c. Admitted as a transfer from a named medical facility or from overseas. 

d. State purpose of admission such as definitive treatment for: Chronic 
recurrent malaria, tuberculosis or specialized surgical care (for example, 
neurosurgery or chest surgery), or appearance before disposition hoard for con- 
sideration for physical reclassification, retirement, or determination of physi- 
cal capacity for military duty. 

12. Date entered on active duty in commissioned status and whether limited 
or general service . Enter the day, month, and year on which the officer entered 
on his present tour of active duty; for example: 10 Apr 42. 

13* Military occupational specialty (Title). In this space will he entered 
the exact, current military occupational specialty of the individual. Inasmuch 
as a physical disability may necessitate a change in military occupational spe- 
cialty, consideration must he given to a change of military occupational spe- 
cialty prior to the recommendation of the medical disposition hoard for limited 
military service. (See 1M 12-405 and 12-406 for military occupational titles and 
codes.) 

l4. Current effective aeronautical rating. (if any.) In this space will 
he included the currently effective aeronautical ratings held by the individual 
at the time of his hospitalization. 

15* On flying status prior to present period of hospitalization. If a sin- 
gle aeronautical rating is held, entry will he made in the affirmative or nega- 
tive. When multiple aeronautical ratings are held, an entry will he made for 
flying status of the individual for each rating. No entry need he made in this 
space unless the individual holds a currently effective aeronautical rating. 
Flying status as nonrated observer or flight surgeon ' is not pertinent to the 
medical disposition hoard proceedings. 

16. After careful consideration of clinical records, laboratory findings 
and physical examination the hoard finds the officer to have the following di- 
agnosis (es), condition upon completion of case, and line of duty findings fol- 
lowing each diagnosis . In this space will he entered diagnoses or medical disa- 
bilities which are determined as a result of physical examination and hospital- 
ization. Diagnoses will he itemized 1, 2, 3> 4, etc., in progressive order from 
the most important, from the standpoint of total incapacity, to the least impor- 
tant. Those diseases, defects, or iilf irmities which are considered to he in- 
capacitating for military service will he prefixed by an asterisk. See A R 
40-1025 for proper medical terms. 

17* Date became incapacitated for military duty (Enter one date.) Enter in 
this space only one date - the date, on which the individual became incapacitated 
for military service as a result of the diagnoses found. . lJ 
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1 ® > Approximate date of origin of each Incapacity. In this space will he 
entered the approximate date of origin of each incapacity, the entries corre- 
sponding to the numbered diagnoses in item 1 6. 

•1-9 • Is cause of incapacity incident to service? Check here the appropriate 
column for each diagnosis as itemized in item 16. 

2< “** Existed prio r to entry on active duty. Check here the appropriate col- 
umn for each diagnosis as itemized in item 16. 

21 • Permanently aggravated by active duty . Check here the appropriate col- 
umn for each diagnosis as itemized in item 1 6. If entry here is not appropriate, 
place dashes X - ) in both columns. 

22 ' Maximum hos pital benefit received . Check here the appropriate column 
for each diagnosis as itemized in item 16. 

2 5 • 24. 25. 26, 27. Degree of disability for military service. This 

refers to degree of disability of the patient for military service. Check here 
the appropriate entry as determined by the judgment of the board as to the de- 
gree of disability for military service of the individual. 

28. 29. 50 • Jl • Type of service recommended . This refers to type of 

service recommended for the patient. Check here the physical classification 
in which the officer is placed as determined by the judgment of the medical dis- 
position board. 

3 2 • Qualified for overseas . Check y es, if qualified; check no , if not 

qualified - ; 7 

55* State disability. State disability in brief sentence to be readily in- 
terpreted for entry on the Officer's Qualification Card. 

54* The board r ecommends that ? Entries in this space will include one of 
the following, further qualified if deemed appropriate! 

a. The board recommends that: Major John M. Doe, formerly classified 

as qualified for full military duty, be returned to full military duty. 

b. The board recommends that: Major John M. Doe, formerly classified 

as qualified for full military duty, be returned to duty in a temporary limited 

service status for a period of months (number of months not to exceed 6 

months), to automatically revert to full military duty status at the expiration 
of this period. 

c. The board recommends that: Major John M. Doe, formerly classified 

as qualified for full military duty, be returned to duty in a permanent limited 
service status confined to the continental United States. 

d. . The board recommends that: Major John M. Doe, formerly classified 
as qualified for full military duty, be returned to duty in a temporary limited 

service status for a period of months (number of months not to exceed 6 

months at any one time), at the expiration of which period he will be returned 
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to an appropriate medical facility for reconsideration of his physical capacity 
for military duty. 

e. The hoard recommends that: Major John M* Doe, formerly classified 
in a (state if temporary or permanent) limited service status, he reclassified 
to full military duty. 

f. The hoard recommends that: Major John M. Doe, formerly classified 
in a (state if temporary or permanent) limited service status, he returned to 
duty in a (state if temporary or permanent) limited service (if temporary, not 
to exceed 6 months at any one time) status. 

g. The hoard recommends that: Major John M. Doe, formerly classified 
in a (state if temporary or permanent) limited service status, he returned to 
duty in a permanent limited service status, and that this duty he limited to 
continental United States. 

h. The hoard recommends that: Major John M. Doe, formerly classified 
in a (state if temporary or permanent) limited service status, he returned to. 
duty in a limited service status, for a period of 6 months, at the expiration of 
which period he will he returned to an appropriate medical facility for recon- 
sideration of his physical capacity for military duty. 

i. The hoard recommends that: Major John M. Doe, he ordered to appear 
before an Army retiring hoard. 

j. The hoard recommends that: Major John M. Doe he transferred to 
Hospital for further study to determine the appropriate- 
ness of recommending his appearance before an Army retiring hoard. 

k. The hoard recommends that: Major John M. Doe he given sick leave 
of number of days. 

l. The hoard recommends that: Major John M. Doe he retained in. this 
hospital for further treatment, or observation, or further tests or rehabilita- 
tion. 

35. Signature of hoard member required (president) . Entry in this space 
will usually include the signature of the senior medical officer of the hoard. 

36. Signature of hoard member required (recorder) . Entry in this space 
will usually include the signature of the junior medical officer of the hoard. 

37 • Signature of third member (not required) . 

38 . Position vacancy exists . If a position vacancy exists, type "yes" in 
yes square; if it does not exist, type "no" in the no square. No entry will he 
made in this space when the officer is determined by the medical disposition 
hoard to he fit for general military service or when the officer is found to he 
permanently incapacitated for all military service. When the officer is found 
to he physically fit for permanent limited military service only, entries must he 
made in this space as to whether a position vacancy in grade exists for the of- 
ficer in a military occupational specialty which the medical disposition hoard 
believes the officer is capable of performing. The abbreviation for AAF, AGF, 
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or ASF will be typed in after the words "liaison officer" to indicate the majo 
component the officer represents. 

39- Date approved and signature of CO of hospital . Self-explanatory; sig: 
original only. 

40. Date approved and signature of CO, or Deputy of Station. For use a - 
hospitals other than general hospitals where the commanding officer of the sta- 
tion has not delegated the authority for approval of Disposition Board Proceed- 
ings for Officers to the commanding officer of the hospital. 

41. Date of departure . Used for memo entry within the hospital for de- 
termination of date of departure of the officer patient, for such purposes ae 
writing orders or other administrative purposes, if desired. 

42. Remarks : Provided for entries as transfer to VAF, or other "brief 
pertinent data for administrative purposes, if desired. 

43. A brief clinical abstract of all pertinent data will be completed on 
one sheet of blank white paper 8 by lOg: inches to be attached to each WD AGO 
Form 8-118 prepared. This brief clinical abstract will be hereafter considered 
a part of Form 8-118. 
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CERTIFICATION OF NONESSENTIALITY 

! 




NOTE: Wieh certification as to essentiality is completed, on WD AGO Form 8-118, 

the above certification is not required . 



ILLUSTRATION 5 
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SPECIAL ORDERS FOR RETURN TO DUTY; 

ENTRY REQUIRED ON OFFICER'S QUALIFICATION CARD 



RESTRICTED 

ASm SERVICE FORCES 
HEADQUARTERS SCHICK GENERAL HOSPITAL 
Clinton, Iova 



SPECIAL ORDERS 
NUMBER 



EXTRACT 



1 Nov 45 



6. 2ND LT RICHARD ROE 0 456 789 Inf 1 b raid fr- atchd unaBgd this Bq and 
WP w/o delay Ft Knox Ky rptlng 3 Not 43 to CG for aegmt and dy. This off 
classified perm, limited by not qualified for overseas dy. Physical cond wilx 
permit a minimum of walking for routine office work "but will not permit drill. 
EDCMR 3 Nov 45. PCS TPA TDN 301-31 P 431-02 A 212/50425* Auth CG AGF per 
TWX 20 Oct 45. 

BY ORDiiR OF COLONEL WINN : 



OFFICIAL: 



/s/ Earle A Paxson 
EARLE A PAXSON 
Captain, MAC 
Adjutant 

DISTRIBUTION: 

2 CG AGF 
2 TAG 

2 CG Ft Knox 
2 Lt Roe 
1 Registrar 
1 File 



EARLE A PAXSON 
Captain, MAC 
Adjutant 




NOTE If the officer has returned to the hospital from overseas without 
receiving leave he will he granted a leave in accordance with 
current directives before being returned to duty. 
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CHAPTER 4 

LEGAL BACKGROUND FOR RETIRING BOARDS 



SECTION 1. --GENERAL 



l8. Introduction, a. Retiring "boards are created pursuant to stat- 
utory requirements to perform a function which constitutes a part of the 
course of administrative action required to give effect to the various stat- 
utes providing retirement benefits to certain disabled military personnel. It 
is their function to inquire into the physical and mental capability to per- 
form active service of the officers appearing before them, and whether a per- 
manent incapacity, if found, is the result of an incident of service. 

b. Army retiring boards are charged with making an initial determination 
whether commissioned officers and warrant officers of the Regular Army should 
be retired for disability or wholly retired, and whether commissioned officers, 
warrant officers and flight officers, who are not officers of the Regular Army, 
should be certified to the Veterans Administration as entitled to receive 
retirement pay. A specially constituted board composed exclusively of me^ ica 
officers initially determines whether members of the Army Nurse Corps, nurses 
holding appointments as officers in the Army of the 'United States, dual status 
nurses , and dietitians and physical therapists who hold appointments as off i- 
cers in the Army of the United States, should be retired. This manual does no 
pertain to the non-statutory boards required by Army Regulations in disa y 
cases involving enlisted personnel. 

c. Although a retiring board follows the same procedure regardless of 
the status of the individual who appears before it, the legal effect of s 
approved findings is dependent upon such statUB. Thus an officer of the gu- 
lar Army who is retired pursuant to the approval of appropriate ret r^ng 
findings continues to be an officer of the Regular Army, although on the 
retired list, and is subject to military law. He receives retired pa y. The 
approval of appropriate findings in the case of an officer who is no 

cer of the Regular Army would enable him to receive retirement p ay but neither 
this fact nor his inclusion on the Officers Honorary Retired List would make 
the individual concerned a permanent member of the Army of the Un | te ^ 
nor warrant his being regarded as a retired officer as that term is understood 
in military parlance as being referable only to retired officers of the Regu- 
lar Army. 

d. WD AGO Form 199 has "bee 11 provided as a convenient method of recording 
findings in a form sufficient to meet statutory requirements. However, its 
proper use requires an understanding of the import of the answers to questions 
therein required to be answered. This part of the manual has been des gn 
provide background information to permit boards to make accurate responses. 
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19. Composition of retiring 'boards, a. Section 12 46, Revised 
Statutes, provides that an Army retiring "board shall consist of "not more th 
nine nor less, than five officers, two-fifths of whom shall "be selected from 
the Medical Corps", and that, except for members selected from the Medical 
Corps, such board "shall be composed, as far as may be, of seniors in rank t 
the officer whose disability is inquired of". 

b. Ad.th.ough the requirements of section 1216 relating to the composite 
of the board, both as to the maximum and minimum number of officers and as t< 
the ratio between officers "of the Medical Corps and other officers, apply vh« 
the board is sitting in connection with a particular case, there is no legal 
objection to an order appointing more than nine, members to a board or ad- 
ditional members to a board which already has nine member b , and the proportic 
of Medical Corps members appointed may be greater or less than two-fifths of 
the total number of members appointed. Retired officers recalled to active 
duty are eligible for appointment on an Army retiring board. Warrant off icer 
are not eligible for such appointments. As the requirement that the non- 
medical members of an Army retiring board be senior in rank to the officer ap 
pearing before the board is directory rather than mandatory, a failure to 
comply with that provision of section 1246 , Revised Statutes, does not invali 
date action taken by the board. 

c. "When an Army retiring board sitting in connection with a particular 
case consists of five or six members, two will be medical officers; when it 
consists of seven or ei«ht members, three will be medical officers; when it 
sists of nine members, four will be medical officers. An authorization to the 
president of an Army retiring board to excuse members of the board, including 
officers of the Medical Corps, in order to establish a properly constituted 
quorum as required by section 1246, Revised Statutes, or for other reasons, 
provided a properly constituted quorum of the board is present or available 
in the absence of such excused members, is legally unobjectionable, and such 
an authorization is given by Army Regulations 605-25O. 

d. As action taken by an illegally constituted board is void, as soon 

\ as- it is discovered that for any reason such board is not legally constituted, 
| the president should suspend proceedings and forthwith report, or direct the 
the recorder to report, such fact to the appointing authority, setting forth 
the reasons. 

e . Retirement of members of the Army Nurse Corps , nurses holding ap- 
pointments as officers in the Army of the United States, dual status nurses, 
and dietitians and physicalntherapists holding appointments in the Army of the 
United States under the act of 2Q June .1930 (4-6 Stat. 790), as amended by the 
act of 17 October 1940 (54 Stat. 1192; 10 U.S.C. 937), and section 3 of the 
act of 22 June 1944 (58 Stat. 325 j 50 U.S.C. App., Sup. IV", 1593), requires 
findings to be made by "a board of medical officers". Such boards must be 
composed exclusively of medical officers. Army Regulations 40-20 require that 
such boards, which are called Army Nurse Corps retiring boards, consist of not 
more than five nor "less than three medical officers, and that the recorders of 
Army Nurse Corps retiring boards be medical officers. 
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20. Hearing, a. Section 1218, Revised Statutes (10 U.S.C. 963 ), 
confers upon Army retiring "boards "such powers of a court -mart iah, and of a 
court of inquiry as may be necessary" to enable them to inquire into and ini- 
tially determine the pertinent facts in the cases referred to them. They have 
the power to summon witnesses, place them under oath, and maintain order in 
the proceedings. However, they are not required to employ the form of proce- 
'dure of a court-martial. 



b. Section 1253, Revised Statutes (10 U.S.C. 966 ), provides in substance 
that, in cases involving physical, incapacity "no officer shall be retired from 
active service, nor shall an officer, in any case, be wholly retired from the 
service, without a full and fair hearing before an Army retiring board, if, 
upon due summons, he demands it". This provision affords the officer con- 
cerned the nrotection of a full and fair hearing if retirement proceedings are 
instituted." However, if such an officer after being duly summoned before a 
retiring board fails to appear, he thereby waives his right to be present and 
cannot properly take exception to the conclusions arrived at simply by reason 
of his absence. No retiring board will proceed in the absence of the officer 
concerned unless he has expressly waived in writing his right to be present, or 
has failed to appear after being duly notified. 

c. Section 12 V 7 , Revised Statutes (10 U.S.C. 962 ), requires that members 
of retiring boards "shall be sworn in every case to discharge their duties 
honestly and impartially" Each case referred to a retiring board will be 
considered separately, and the findings of the board must be based solely upon 
the evidence before it and the applicable presumptions. Only matters properly 
before the board as a whole may be considered. A member should not, for 
stance, be influenced by any knowledge of the officer before the board not 
based on the evidence before the board; or by any opinions not properly in 
evidence; or by motives of prejudice, partiality, favor, or affect on. 



d. The statutory right to a full and fair hearing includes the right xo 
a hearing by an impartial board, and thus the right to challenge members for 
cause . In order to insure that in every case a full and fair hearing is 
accorded the officer concerned, retiring boards will grant continuances where 
the circumstances require such action and will not proceed with a hearing un 
less the officer concerned has been given proper notice thereof and an ade- 
quate opportunity to prepare his case. The officer before the board or his 
counsel will be given ample opportunity to introduce evidence, examine and 
cross-examine witnesses and support his contentions by oral or written argu- 
ment. Only such evidence as is introduced at the hearing will be considered 
by the board in making its findings. Every retiring board will so schedule 
its hearings as to allow sufficient time for the submission of all available 
pertinent evidence, such arguments as may be desired and a full consideration 
of the law and the facts prior to raking its findings. "Before voting on the 
findings the board members, in closed session, will express the r ews ‘ 
that no member's opinion will be Influenced by superiority in rank, or by 
other considerations, members will express their views in inverse order of 
rank beginning with the junior member. 
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e. The procedural provisions of Army regulations to be applied in the 
conduct of the hearing are those in effect at the time of the hearing and not 
those in effect at the time of the commencement of the alleged incapacity. 

21. Waiver of benefits , a. The execution by an individual, prior 
to entry upon active military service, of a purported waiver or release of the 
statutory retirement benefits for disability arising out of service-connected 
disabilities or permanent aggravations to pre-existing physical defects is of 
no legal effect upon his right to reoeive such benefits. 

b. Section 105 of the - Servicemen ' s Readjustment Act of 19^+ (act 22 Jun 
19^, 58 Stat. 285; 38 tr.S.C., Sup. IV, 693e) provides: 

"Up. person in the armed forces shall be required to sign 
a statement of any nature relating to -the origin, incurrence, 
or aggravation of any disease or injury he may have, and any 
such statement against his own interest signed at any time, 
shall be null and void and of no force and effect." 

22. Evidence considered , a. Although the find ings of retiring 
boards must be bj,j_eA,.^olgly upon the, eyidep.ce before them"andjhe applicable 

C.. presumptions , no rule s of evidence ' are -prescribed by statute and'such boards • 
are not strictly bound by the' rules of evidence obtaining in Judicial proceed- 
ings. Retiring boards will in general apply the rules of eyidence governing 
courts -martial but have the discretionary authority to relax those rules sub- 
ject to constitutional and statutory restrictions. Retiring boards may law- 
fully receive in evidence, and consider, official reports and documents that 
would perhaps be inadmissible as hearsay in a trial by court-martial. Offi- 
c ial reports and unsworn documents, even when they are of the hind legally 
admissible in evidence before a court-martial, are not conclusive of the facte 
con tained -^he rein and oon stl t ute only jprima . facie evidence ♦ This means that 
although such reports and documents may properly be considered by the board, 
the board must decide what weight is to be v giyep. t^them. as eyidence (that is, 
how much attention is to ’be paid to them) in mak ing its findings . I f co ntrary 
%. evidence is introduced or a presumption to the contrary exists, then the evi- 
dence on the one side must be weighed gainst the evidence or the presumption 
(or both) o n. .the other side, in-order that prop er ' 'f indix^I ’.'ma.y be made. Cred* 
IMI ity- .(worthiness of ..being believed) is a v ery. . imp ortant factor which must 
be considered in weighing ali elements or items of the' evidence , both written 
and oral; thus, several elements or items of evidence on one side, if of poor 
credibi^ty, ,j?ay be .outweighed by a single element or item of evidence on the 
.gtjher side, if it is worthy of a higher degree of credibility, or by a pre- 
sumption to the .contrary. 

b. The "fair hearing" contemplated by section 1253, Revised Statutes 
(10 U.S.C. 9 66), requires the _ indspenden^. ...Judgment' of the retiring board, and 
this requirement is hot^^t bV auch bjDard adonting^ without qu estion the find- 
ings, opinions or de teminati on s of ho spital disposition boards, medical wit- 
nesses, The. _ Surgeon ..General . or the War TS^arliment with respect to medical 
questions and line of duty status. However, such findings, opinions and 
determinations are evidence of value and entitled to serious consideration. 
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c, No legal error Is committed In permitting a medical witness to. consider 
■unsworn statements in making a diagnosis where the officer concerned has the 
opportunity to introduce testimony in rebuttal and to examine the witness 
under oath if he so desires* However, the testimony of a witness as to the 
medical opinions entertained by a physician is hearsay and legally incompetent 
unless no objection is made* 

23 . Nature of permanent incapacity for active service, a . The 
entitlement of eligible military personnel to retirement benefits for disabil- 
ity must be predicated in part upon a finding by a retiring board that a dis- 
ability exists within the meaning of the various statutes concerned. Thus in 
cases involving officers and warrant officers of the Regular Army the retiring 
boards must ini tia lly t determine the existence of "incapacity for active service" 
within the meaning of sections 1251 and 1252, Revised Statutes (10 U.S.C. 
933-4).. in cases involving officers, warrant officers and flight officers who 
are not officers of the Regular Army the retiring board must decide whether 
suc£~Tndivi duals have incurred a "disability" within the meaning of section 5 
of the act of 3 April 1939 (53 Stat. 557), as amended (10 TJ.S.C., Sup. IV, 

456), that is, a p ermanent^^ t y for active^ service. In cases involving 

members of the Army^Nurse Corps, nurse s hoXdlrig appointments as officers in 
the Army of the United States, dual status nurses, and dietitians and phvsical 
therapists who hold appointments in the Army of the United States, the retir- 
ing board must decide whether such individuals are "disabled * * * from per- 
forming the duties of s nurse", that is, are permanently incapacitated for 
active service. If the board finds that disability exists within the meaning 
of the appropriate statutory phrase it will make a finding that the officer 
before the board Is "permanently incapacitated for active service" and enter 
such finding in Item 23 of WD AGO Form 199 • 

b. The word "disability" as used in section 5 of the act of 3 April 
1939, as amended, with respect to retirement pay benefits means such disabil- 
ity as would constitute a basis for the retirement of Regular Army Officer 
personnel. Thus, what constitutes "incapacity for active service" for Regular 
Army officers likewise constitutes -"disability" for officers who are not Regu- 
lar Army officers. 

c. The question whether an officer of the Regular Army is incapacitated 
for active service is one of fact. An officer is incapacitated for active 
service- when he is permanently physically or mentally i ncapab le -of performing ^ 

C full mill .ta£ 3 £j 3 »ty field as well as garrison. In both peag e^jjar . The ^ 
fact" that an officer may'BT' capab le of performing l imited military service 
with the supply arms and services d oes not prevent his retirement under sec- 
tion 125 1 Revised" Statute s , supra, by reason'of being permanently incapaci-^ 
tated for active service. 

d. Incapacity for active service is a permanent condition, resulting 
from an incurable disease, injury or infirmity of such a character as to pre- 
vent the reasonable fulfillment of the officer's employment.. Such employment 
embraces the duties of his office in peace and war which are imposed by law, 
regulation, orders, or custom of the service. The physical disability, on 
account of which the board is authorized to find an officer incapable of 
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performing the duties of his office must he permanent; that is, such that the 
removal of the disability within a reasonable time is highly improbable. If 
the disease, injury or infirmity is curable within even a considerable time 
the disability is not permanent. However, if the disease, injury or infirmity 
is incurable within a reasonable time the board should find the officer perma- 
nently incapacitated (see par. 60 a). 



/ 



e. An officer who was placed in the administrative status of permanent 
limited service when he entered on active duty, is eligible for retirement' 
benefits for disability if he thereafter sustains as an incident of his serv- 
ice a permanent disability as the result of a new disease, injury or infirmity 
of such a degree as would be of itself incapacitating for active service . 

f . An officer who was. placed in the administrative status of permanent 
limited service when he entered on active duty is eligible for retirement ben- 
efits for disability if he thereafter sustains, as an incident of his service, 
permanent additional disability as the result of the aggravation of his pre- 
existing disease, injury or infirmity; however, no such entitlement may be 
predicated upon additional disability resulting from the natural progress of 
his existing disease, injury or infirmity in the absence of a permanent serv- 
ice connected aggravation. 



g. Officers who were placed in the administrative status of permanent 
limited service subsequent to their entry on active duty because of a disabil- 
ity which the retiring board determines was. not an incident of service are 
eligible, by reason of permanent aggravation or new disability which in itself 
is permanently incapacitating for active service, for retirement benefits un- 
der the same circumstances as officers who were placed in such status upon 
entry on active duty. 

h. The administration of the act of 29 June 19^3 (57 Stat. 249, 10 
U.S.C. , Sup. IY, 985 - 985 h) requires that some one date be fixed by an Army re- 
tiring board as the date when permanent incapacity to perform active service 
occurred. This date, which is the date the officer concerned became incapaci- 
tated for active service will be entered in Item 26, WD AGO Form 1 99. 

24. Nature of incident of service , a. The entitlement of eligible 
military personnel to retirement benefits for disability may not be predicated 
upon a mere affirmative answer to Item 23 of WD AGO Form 199 with respect to 
the existence of a permanent incapacity for active service. In cases involv- 
ing officers and warrant officers of the Regular Army the retiring board must 
also determine whether such incapacity is the result of an "incident of serv- 
ice" within the meaning of sections 1251 and 1252, Revised Statutes (10 U.S.C. 
933-^). In cases involving officers, warrant officers and flight officers .who 
are not officers of the Regular Army the retiring board must decide whether 
such officers were disabled "in line of duty * * * while so employed" within 
the meaning of section 5 of the act of 3 April 1939 (53 Stat. 557), as amended 
(10 U.S.C. , Sup. IY, 456). In cases involving members of the Army Nurse Corps, 
nurses holding appointments as officers in the Army of the United States, dual 
status nurses, and dietitians and physical therapists who hold appointments as 
officers, the Army Nurse Corps retiring board must decide whether such 
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individuals were disabled "in line of duty" within the me e.nl ng of the act of 
20 June 1930 (46 Stat. 790), aa amended (10 U.S.C. 937). If the board finds- 
that the incapacity was the result of an incident of service or incurred in 
line of duty within the meaning of the appropriate statutory phrase it will 
make an affirmative answer in Item 29 of WD AGO Form 199. 

b. A permanent incapacity for active service is the result of an inci- 

dent of service within the meaning of Item 29 of WD AGO Form 199, and thus 
within the meaning of appropriate statutory phrases as hereinbefore set forth, 
if it is caused by an incident of service or. if the cause of the incapacity, 
that is the disease, injury or infirmity, has been permanently aggravated by 
military service. . — 

c. An incapacity for active service will be presumed to be in line of 
duty and thus to be the result of an incident of service unless it is estab- 
lished beyond a reasonable doubt that the disease, injury or infirmity which 
is the cause thereof: " 



(1) Occurred under circumstances indicating the individual's misconduct 
or wilful neglect and it is established that such misconduct or wil- 
ful neglect was the proximate cause of the incapacity. 

(2) Occurred while the individual was absent from duty without official 
permission. 

(3) Occurred as the result, of the individual's outside activities, not of 
a class authorized or encouraged by the War Department. 

( 4) Existed prior to the individual' s entry upon active military service 

and was not aggravated by such service. - / 

25. Statutory right of eligible individuals to appear before retiring 
boards . During war or public emergency the Secretary of War lawfully may defer 
reference of cases to retiring boards for a reasonable period of time in the 
public interest when the individuals concerned are retained on active duty 
either in a general or a limited service capacity. 

26, Legal importance of the status of the individual appearing before 
a retiring board . » Although the foregoing paragraphs of this Chapter have 
stated rules which are of general application except as otherwise indicated, 
the differences in status of the individuals who appear before retiring boards 
xake it impossible to generalize further. The following sections of this 
Chapter consider the legal basis for the action of a retiring board, together 
with certain background material, with respect to particular classes of indi- 
viduals. In a specific case a retiring board will consider and apply the fore- 
going paragraphs of this Chapter and Sections 2, 3; 4, 5; of this Chapter de- 
pendent upon the status of the individual who appears before it. 
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SECTION 2. --COMMISSIONED OFFICERS OF THE REGULAR ARMY 



. Statutor y 'basis for retirement for disability . Sections 124-5 to 

inclusive. Revised Statutes, provide: 

^ "When any officer has become incapable of performing the 
duties of his office, he shall be either retired from active 
service, or wholly retired from the service^ by the President, 
as hereinafter provided." (R.S. 1245; 10 U.S.C. 951) 

"The Secretary of War, under the direction of the Presi- 
dent, shall, from time to time, assemble an Army retiring 
board, consisting of not more than nine nor less than five of- 
ficers, two-fifths of whom shall be selected from the Medical 
Corps. The board, excepting the officers selected from the 
Medical Corps, shall be composed, as far as may be, of seniors 
in rank to the officer whose disability is inquired of." . 

(R.S. 1246; 10 U.S.C 961) 



The members of said board shall be sworn in every case 
to discharge their duties honestly and impartially." (R.S. 
1247; 10 U.S.C. 962) 

^ A retiring board may inquire into and determine the 
facts touching the nature and occasion of the disability of 
any officer who appears to be incapable of performing the du- 
ties of his office, and shall have such powers of a court- 
martial and of a court of inquiry as may be necessary for that 
purpose." (R.S. 1248; 10 U.S.C. 965) 

When the board finds an officer incapacitated for active 
service, it shall also find and report the cause which, in its 
judgment, has produced his incapacity, and whether such cause 
is an incident of service." (R.S. 1249; 10 U.S.C. 964) 

"The proceedings and decision of the board shall be 
transmitted to the Secretary of War, and shall be laid by him 
before the President for his approval or disapproval and or- 
ders in the case." (R.S. 1250; 10 U.S.C. 965) 

x "When a retiring board finds that an officer is incapac- 
itated for active service, and that his incapacity is the re- 
sult of an incident of service, and such decision is approved 
by the President, said officer shall be retired from active 
service and placed on the list of retired officers." (R.S. 
1251 ; 10 U.S.C. 955) 

'When the board finds that an officer is incapacitated 
for active service, and that his incapacity is not the result 
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of any incident of service, and its decision is approved "by 
the President, the officer shall he retired from active serv- 
ice, or wholly retired from the service, as the President may 
determine. The names of officers wholly retired from the 
service shall be omitted from the Army Register.” (R.S. 

1252; 10 U.S.C. 95*0 

"Except in cases where an officer may he retired hy the 
President upon his own application, or hy reason of his hav- 
ing served forty-five years, or of his being sixty-two years 
old, no officer shall he retired from active service, nor 
shall an officer, in any case, he wholly retired from the 
service, without a full and fair hearing before an Army re- 
tiring board, if, upon due summons, he demands it." (R.S. 

1255; 10 U.S.C. 966) 

28. Individuals who may he retired for disability , a. In order to 
he eligible for retirement under the statutes set forth in paragraph 27, it is 
necessary that the person concerned be an officer of the Regular Army on the 
active list. Thus, in the absence of special legislation, no person can be so 
retired subsequent to his discharge, resignation, or dismissal from the serv- 
ice or his retirement for age or length of service. 

b. Section 1245, Revised Statutes, which is mandatory in form, requires 
that an officer of the Regular Army incapacitated for active service by reason 
of disability be either retired from active service or wholly retired from the 
service, but that requirement is subject to the taking of the procedural steps 
prescribed in sections 1246 to 1255 > inclusive, of the Revised Statutes. The 
first-mentioned section states in general terms the object sought to be accom- 
plished, and the subsequent sections prescribe in specific terms what is to be 
done and the manner in which it is to be accomplished. Retirement under 
either section 1251 or section 1252, Revised Statutes, depends solely upon the 
physical or mental incapacity of the officer concerned to perform the duties 
of his office, and he cannot, by giving his consent, be retained on the active 
list after it has been duly determined that he is incapacitated for active 
service. 



29. Meaning of "incident of service ". An incapacity is the result 
of an "incident of service" within the meaning of sections 1251 and 1252, Re- 
vised Statutes (lO U.S.C. 955* 95^)> when it is incurred nn line of duty in 
the active military service. Thus, an officer of the Regular Army is eligible 
to be retired for disability under the provisions of section 1251, Revised 
Statutes (10 U.S.C. 955), for incapacity which is incident; to commissioned 
service in the Regular Army or which is incident to prior active service as an 
enlisted man or as an officer not of the Regular Army or as a cadet of the 
United States Military Academy . 

50. Approval or dis approval of findings , a. The retirement from 
active service - of an officer of the Regular Army for disability, under the 
provisions of either section 1251 or 1252, Revised Statutes (10 U.S.C. 955* 
934), requires approval by the President of the United States of the Army 
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retiring board's finding that the officer concerned is incapacitated for ac- 
tive service and its finding that such incapacity is or is not the result of 
an incident of service. Thus the retirement of such officers is the dual 
function of the President and an Army retiring hoard. Until the findings of 
an Army retiring board have been approved by the President they have no opera- 
tive effect. 

b. The Army retiring board's recommendation as to the capacity of the 
officer concerned to perform limited military service (item 34, WD AGO Form 
199) is not one of the statutory findings which the President approves, and 
action on such recommendation is a matter for determination by the Secretary 
of War. 



3 1 * Effect of approval of findings . a. Section 1251, Pevised Stat- 
utes, provides that when, an Army retiring board finds an officer to be inca- 
pacitated as a result of an incident of service, and such decision is approved 
by the President, "said officer shall be retired from active service and 
placed on the list of retired officers". Section 1252, Revised- Statutes, pro- 
vides that when an Army retiring board finds an officer to be incapacitated, 
not the result of an incident of service, and its decision is approved by the 
President, the officer shall be retired from active service, or wholly re- 
tired from the service, as the President may determine". 

b. In the absence of any showing of fraud, an order for the retirement 
of an officer of the Regular Army, when fully executed by the placement of 
such officer on the retired list, cannot be amended or revoked, and a retired 
officer can be reinstated on the active list only by a new appointment made by 
the President, by and with the advice and consent of the Senate, if a vacancy 
on the active list exists and can be lawfully filled. This is so even though 
the disease, injury or infirmity upon which retirement was predicated is sub- 
sequently corrected. Except for those officers who are wholly retired, all 
officers retired for physical disability are placed on the retired list and 
remain members of the Regular Army. However, retirement automatically termi- 
nates any rights to promotion which might have accrued had such officers con- 
tinued on the active list and their status becomes that of a retired officer 
unidentified with any particular arm or service of the Army. 

c. In the case of an officer found by an Amy retiring board to be inca- 
pacitated, not the result of any incident of service, it lies within the dis- 
cretion of the President, under section 1252, Revised Statutes, after approv- 
ing such findings to retire such officer from active service or to retire him 
wholly from the service. If wholly retired, the officer concerned is thereby 
completely separated from the service and becomes a civilian. 

3 2 * Effective date of retirement , a. The act of 23 April 1930 (46 
Stat. 253; 5 U.S.C. 47a) which became effective 1 July 1930, provides in perti- 
nent part: 



"That hereafter retirement authorized by law of Federal 
personnel of whatever class, civil, military, naval, Judicial, 
legislative, or otherwise, and for whatever cause retired, 
shall take effect on the 1st day of' the month following the 
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month In which said retirement would otherwise he effective 

day ° f ' tiie morrt k for retirements hereafter made 
shall he for all purposes in lieu of such date for retirement 
as may now he authorized; except that the rate of active or 
retired pay or allowance shall he computed as of the date re- 
tirement would have occurred if this Act had not been enacted." 



, Jnder Jhis act retirement for disability is effective on the first 

day of the month following the approval of the retiring board findings by the 

f ’ ^% P }!f P08e ° f the act is to retain persons in an active statue 

untH the end of the month in which they ordinarily would have been retired 
under the provisions of prior legislation. The last quoted clause of the act 
was not intended to deprive officers of active duty pay between the date on 

I et i r ®f ent W ?u ld v be effective > but *“<** the application of such act, and 
the end of the month, but to prevent such officers from reaching a higher pay 
status by reason of active service during the period in .question. 



a. 

10 U.S.C 



53 • The act of 29 June 19k$ as applied to Regular Army officers. 

Sections 2 to 9 , inclusive, of the act of 29 June 19^3 (57 Stat. 2^9* 
. , Sup. IV , 985a - 985b ) , provide : ’ 



Sec. 2. Any officer of the Regular Army who heretofore 
or hereafter has been or may be retired for pnysical disabili- 
ty determined or incurred while serving under a temporary ap- 
pointment In a higher grade shall have the rank and receive 
retired pay computed as otherwise provided by law for officers 
of such higher grade. 



Sec. 3. Any officer of the Regular Army on the retired' 
list who shall have been placed thereon for reasons other than 
physical disability shall, if he incurs physical disability 
while serving under a temporary appointment in a higher grade 
be promoted on the retired list to such higher grade and re- 
ceive retired pay computed as otherwise provided by law for an 
officer of such higher grade retired on account of physical 
disability incident to the service. 

Sec. b. Any officer of the Regular Army on the retired 
list who shall have been placed thereon by reason of physical 
disability shall, if he Incurs additional physical disability 
while serving under a temporary appointment in a higher grade, 
be promoted on the retired list to such higher grade and re- 
ceive retired pay computed as otherwise provided by law for of- 
ficers of such higher grade: Provided, That the Secretary of 

War, or such person or persons as he may designate, shall find 
that the additional physical disability Is incident to service 
while on active duty In the higher grade and not less than 30 
per centum permanent. 

Sec. 5. Any officer of the Regular Army on the retired 
list who shall have been placed thereon for reasons other than 
physical disability shall, if he incurs physical disability 
while serving on active duty in the same grade as that held by 
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him on the retired list, receive retired pay computed as 
otherwise provided "by law for officers of such grade retired 
on account of physical disability incident to the service. 

"Sec. 6. The benefits of this Act shall apply to officers 
of the Army of the United States who were retired or granted, 
retirement pay subsequent to April 6, 1917, or who may here- 
after be retired or granted retirement pay for physical disabil- 
ity in line of duty in time of war or any emergency declared by 
the President, or within six months thereafter, .determined or 
incurred while serving under a temporary appointment in a 
higher grade, including any officer given a temporary appoint- 
ment in a higher grade under the Act of June 1 6 , 1936, who has 
been retired for physical disability in a lower grade. 

"Sec. 7* The provisions of this Act shall not apply in 
any case unless proceedings to obtain the benefits provided 
herein are initiated within six months from the termination of 
the temporary appointment held at the time when the disability 
is incurred or the disabled officer's release from active duty, 
whichever occurs earlier: Provided, That such proceedings may 

be initiated within six months from the date of the approval of 
this Act in any case where such termination of appointment, re- 
tirement, or release from active duty occurred prior to such 
approval. The Secretary of War is authorized to prescribe, such 
regulations as he ‘may deem necessary to carry out the provisions 
of this Act. 

"Sec. 8. Nothing contained herein shall be construed to 
limit the power of the President under existing law, or to af- 
fect the right of any officer of the Regular Army to have the 
rank and retired pay of a higher grade than herein provided, or 
of any other officer of the Army of the United States to have 
the retirement pay of a higher grade than herein provided, if 
entitled thereto under other provisions of law. 

"Sec. 9. No back pay shall accrue by reason of the enact- 
ment of this Act. The provisions of this Act shall not other- 
wise affect the method in which officers are to be retired." 

b. Purpose and scope of statutory provisions, (l) The act quoted in 
part in paragraph 33& is a special statute which affects only the rank and re- 
tired pay of officers retired under some other provisions of law ana provides no 
new ground for retirement. It has no application until retirement in a « partic- 
ular case has been accomplished under. some other statute, but, under sections 
3 and 5 thereof, it is operative in the cases of certain retired officers en- 
titled to receive the benefits provided thereby, to change the retired status 
of such officers retired for reasons . other than physical disability to that of 
officers retired on account of incapacity for active service, the result of an 
incident of service. The act affords no benefits to officers wholly retired, 
and insofar as it affords benefits to retired officers, it limits such benefits 
to those officers on the retired list who incur a stated quantum of disability 
on active duty subsequent to their retirement. 
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(2) The act of 29 June 19^3, supra, affords no benefits unless the disa- 
bility upon which it is sought to predicate entitlement was incurred m line 
of duty, that is, as a result of an incident of service. 

c . Interpretation of section 2. (l) Section 2 of the act of ^ J une 

1943 supra, relates only to officerT of the Regular Army on the active list 
iho iafS^r have been Retired for physical disability determined or incurred 
while serving under a temporary appointment in a higher grade. h s sec 
provides alternative bases for entitlement to receive the benefits therein 
provided, namely (1) physical disability ’■determined" while te “' 

porary appointment in a higher grade, or (2) physical disability i 
while serving under such an appointment. 

(2) The term "rank” as used in section 2, supra, is synonymous with 
"grade", and that section contemplates that an officer benefite y i s pro 
sfons shall be retired in the higher temporary grade 

ability is "determined" or the higher temporary grade held at the time the 
disability is "incurred", whichever grade is the higher. 

(3) The word "determined", as used in section 2, supra, refers to the 
date on which the President approves the findings of the Army re ir ng oar 

(4) The word "incurred", as used in section 2, supra , does not refer to 
the date of the inception of the disease or the sustaining of the 

refers to the date of resulting incapacity for active service. Thus the admin 
istration of the act of 29 June 19^3, requires that some one date 

fixed by an Army retiring board as the date when permanent incapacity for ac- 
tive military * service occurred (see par. 60d) . 

d. Interpretation of sections 3 and 5. (l) Sections 3 and 5 of the act 
nf 2Q Ju ne 19^3 supra, relat e only to officers of the Regular Army who have 
been 9 placed on^hFTitired list for reasons other than physical disability and 
who are subsequently recalled to active duty. Entitlement to ^benefits p 

other than physical disability to tjat of offers ~ ^‘su/ch^ in 

sss srs. °{o\ 

from the date of the final administrative determination of the incur 

the disability which operates to effect such change in sta . 

tive date of entitlement to the benefits accorded by sections 3 and 3, supr a^_ 

Ta the date of the final administrative determination by th< 3 War ®®P a ^^sa- 
the fact of eligibility for such benefits, and not the date on which 
bility°occi]rred or the tot. of the retiring board findings or the date on which 
the retired officer is subsequently relieved from active duty. 

(2) Additional benefits accorded to a retired officer entitled to the _ ben- 
efits of section 3 of the act of 29 June 19^3, supra, are advancement on the re- 

tired list to the higher temporary grade in which he was »» 1 Lotion 3 

the incurrence of disability, and retired pay computed as provided in section 3 

of the mentioned act. 
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(3) Section 5 of the act of 29 June 19^3, supra , accords to retired offi- 
cers entitled to the benefits of the mentioned section, the retired pay which 
an officer of the same grade would receive who is retired because of physical 
disability. Officers within the category described in section 5, suP ra j vil ° 
may receive an increase in retired pay by virtue of the mentioned section are 
those who were initially retired for reasons other than disability under the 
provisions of any one of several acts under the terms of which their retired 
pay does not equal the amount they would receive under section 5> supra . One 
class of officers who might so benefit are those retired with not lees than 15 
nor more than 29 years service under the provisions of section 5 of the act of 
31 July 1935 (49 Stat. 507), as amended by section 3 of the act of 13 June 
I9I+O (54 Stat. 38O; 10 U.S.C. 9^3a, 971t). 

(4) The phrase "incurs physical disability" as used in sections 3 and 5 
of the act of 29 June 19^3, supra, refers to the date on which an officer be- 
comes permanently physically or mentally incapacitated for active military 
service, as distinguished from the date of the inception of the disease or in- 
jury which caused or contributed to such incapacity. 

e. Interpretation of section k. (l) Section b of the act of 29 June 
191*3, supra, relates only to officers of the Regular Army who have been placed 
on the retired list by reason of physical disability, and thereafter have in- 
curred additional disability at least 30 per centum permanent, while on active 
duty. Entitlement to the benefits provided by section If, supra , requires an 
express finding by an Army retiring board that the disability upon which en- 
titlement is predicated is additional to the disability for which the officer 
was initially retired and is. "not less than 30 per centum permanent". 

(2) This means that the benefits afforded by the mentioned section are 
available only to officers otherwise qualified whose cases fulfill the follow- 
ing requirements: 1 that they have incurred additional permanent disability 
incident to active service under a temporary appointment in a grade higher 
than their grade on the retired list, such additional disability being due 
either to a new disease, injury or infirmity, or the aggravation, by reason of 
such service of a preexisting disease, injury or infirmity; and 2 that such 
additional permanent disability constitutes not less than 30 per centum of the 
aggregate existing permanent disability of the officer concerned. The benefits 
provided by the mentioned section are advanced grade on the- retired list and 
retired pay computed on the basis of such grade. The effective date of entitle- 
ment to benefits is the date on which final administrative determination is 
made by the War Department that the officer concerned has incurred additional 
disability within the meaning of section b, supra, and not the date on which 
the additional disability occurred or the date of the retiring board findings. 

f . Interpretation of section 6. (l) Section 6 of the act of 29 June 19^3* 
supra, states no additional basis for entitlement to receive the benefits con- 
ferred by the preceding sections of the act, does not provide any specific ben- 
efits for any particular class of officers, and merely enumerates specific 
classes of persons who may qualify for the benefits provided by one of the five 
preceding sections if otherwise entitled thereto pursuant to section 6. 

(2) Section 6, supra, names two general classes of persons eligible to re- 
ceive the benefits provided by the act, namely 1 officers of the Army of the 
United States who were retired or granted retirement pay between 6 April 1917 
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and 29 June 19^3 and 2 officers who after 29 June 19^3, are, within the peri- 

?cal°ai2^,TT } ^ ln Se0tl ° n 6 ’ r ' tlrea or wanted retirement 

t n 1 J Be ° f duty determin ed or incurred while serving under^ 7 
^ r7 , app °f“ tment 111 a hi S her grade. The requirement that the cause of 

of duSTin tiJ he f Sranting ° f retlrement P a ? be "physical disability in line 
01 duty in time of war or any emergency declared by the President or within 

six months thereafter” does not apply to the first-mentioned class. (Note- 

the^portion ariSen The Judge Advocate ^ral has intimated that 

pointment in « m h ° n • > n~ » pra; re ^- a ' tiri g bo "serving under a temporary ap- 
P °^ IV hlgher grade would not necessarily operate to deprive an offi- 
th h r?+ reasons otll er than disability subsequent to 29 June 1943 of 
the benefits of section 5 of the act if he were otherwise entitled thereto!) 

g * ^p t er P re tatlon of section 7 . Section 7 of the act of 29 June 194^ 

-SSLS S )f ed d il ^ tatl0nS ” t0 “• ^ Pxoceell^miat L 

str+lnn v * ° rder t °V rocnre the benefits provided by the mentioned act. 

. J' supra, provides generally that such proceedings must be initiated* 
within six months after "the termination of the temporary appointment held at 

from Si l a ^f?* 11 * 7 iS incurred or tbe disabled officer, s release 

iT f dut7a whichever occurs earlier", subject to the exception that "in 

tiJe dntv" h S SU °? te f rLDation of appointment, retirement, or release from ac- 
i 7 curred prior to the date of the approval of the act, such proceed- 

ings were required to be initiated prior to 30 December 1943. If the War De- 
partment does not initiate timely proceedings of its own volition, the officer 
oncerned must do so by writing an appropriate letter to The Adjutant General. 

11 • Interpretation o f section 8. Section 8 of the act of 29 June 19k3 

i e Jr e " Sl ^ that thS mentioned act shall. -not be so construed as 
S ff ^ r lf lt ° X S Eegular Arm7 officer, under other statutes, to have 

,l! p J and f® tir ® d P&7 ° f a higher grade than that to which be is entitled 
under the mentioned act. Subject to this qualification, the rank and retired 

rank° offl °® r pitied to retirement in advanced rank or advancement in 

I®/! Und6r the act of 29 June 19 k 3 > supra, and some earlier 

pec ial statutory provision would in general be determined under the act of 29 
June 19^-3, supra . y 

Retirement becaus e of disqualification for prom otion, a. In ad- 

rin tt Vp o^ft 8 A ariSing under sections 12 51 and 1252, Revised Statutes 

uo u.fa.G 933, 934) Army retiring boards have by Army Regulation 605-250 been 

!s"Sv V Vh6re ° ffiCer8 ° f the ^nlaflmy are not classed 

fl1+ ? 7 . 117 9 * alifded as a result of physical examination required as a con- 

the 8rade "- S ” 011 ° aSeS lnT ° 1Ve the a I* llcatl °” ^ 

«** * That should the officer fail in his physical exami- 
nation /for promotion/ and be found incapacitated for service by 
reason of physical disability contracted in line of duty he shall 
be retired with the rank to which his seniority entitled him to 
e promoted, tut If he should fall for any other reason he shall 
be suspended from promotion for one year, when he shall be re-ex- 
amined, and in case of failure on such re-examination he shall be 
honorably discharged with one year's pay from the Army: * * * " 

(sec. 3, act.l Oct 1890, 26 Stat. 562; 10 U.S.C. 952) 
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r, , , vben the exigencies of the service of any officer 
t ° U . ® entitled to promotion upon examination require him 

be P !r in t S +^ t fr ° m any place where an examining board could 
aLTTr? ' th \ President is hereby authorized To promote 
take nlfce 6 ^ *****?? to exam ^tion, and the examination shall 

Won lie trrl 300 * as Practicable. If upon examina- 

tion the officer be f ound disqualified for promotion he shall ■ 

be°treated P in°Se ^ ^ pr0Ceedin S s the Secretary of War, ' 
to ITnTl u T same ^ manner a s if he had been examined prior 

?56a) (8eC - 52 ^ act 2 Feb 1901 ' 51 Stat - 756; !0 



his ritivul 8hould any officer of the Medical Corps fail in 
P ^ iCal ®3ramination and be found incapacitated for serv- 

dX\rrr^ Phys ^ cal lability contracted in the line of 

entitled hi^tn^h retlred * ith the rar± to which his seniority 
n««T be P romoted ; tut if he should be found dis- 

tion shall not^p^n 1011 J° r any other reason > a second examina- 
•nnin+ v b ® allowed .> hut the Secretary of War shall ap- 

Medical cS™ f re 7 le ". to COMl8t <* toes officers of the 
of vh™ ° P Qr ln rar - k to We officer examined, none 

-cm shall have served as a member of the board which ex- 

^0 Jr red £ ?trr raile Sard 

disqualified for 117 tile l,c,ard of review, the officer reported 
can?aii i! n ^motion shall, if a first lieutenant or 
yea^s nay in? 0 ^ 7 diSChar S ed fr °m the service with one 
l * * I^thfsoif a Sha11 be debarred f rom promotion 

by the boar^ r ° f bh ® examln in« hoard is disapproved 
fled anJ shsn h the officer shall be considered quail- 



„ , , * an ^ m >l or °f the Medical Corps on the active list 

the crad^f at his first examination for promotion to 
tolfSjrt Ueutenant-colone! in said corps, has been or 
„ n ® r e tound disqualified for such promotion for 

0 7dutv S shall r than P n ysical di0 ahility incurred in the line 
y shall be suspended from promotion * * *• and any offi- 
cer suspended from promotion, as hereinbefore provided shfll 
be reexamined as soon as practicable after the Spiration of 

tot result°? he „ aate ° f tie of to exaSmtto 

he is ™i n 4“s 8 ?° PeMl0n; and lf on s » oh reexamination 

elicibl pTL 9 + lif i 6 J' f ° r prom °ti°n, he shall again become 

physical dislbillt^ 1 h ® 18 fOUnd dis( l uallf ia <l hy reason of 
tired with v incurred in line of duty, he shall be re- 

prclotld a^' 4 T h hiS seniorit y entitles him to be ' 

Tn 18 f °^ promo- 

tion J ff ?£ TTn° n ’ he Sha11 be retired without promo- 
tion. (act 3 Mar 1909, 35 Stat. 737; 10 U.S.C. 103) 
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"* * •* Existing laws providing for the examination of of- 
ficers for promotion are hereby repealed, except these relating 
to physical examination, which Shall continue to be required 
for promotion to all gradeB below that of brigadier general, 
and except also those governing the examination of officers of 
the Medical, Dental, and Veterinary Corps. Officers of the 
said three Corps shall be examined in accordance with laws gov- 
erning examination of officers of the Medical Corps * * 

(sec. 2hc, E.D.A., as added by sec. 24, act 4 Jun 1920, 4l 
Stat. 77b; 10 U.S.C. 125, 143a, 552) 

"* * * That for the duration of the wars in which the 
United States is presently engaged and for six months there- 
after, the Secretary of War may, in his discretion, dispense 
with any part of the examination for promotion in the Regular 
Army of officers of the Medical, Dental, and Veterinary Corps, 
except those relating to physical examination * * * (act 15 
May 1945, P.L. 59, 79th Cong.)." 

b. Section 3, act of 1 October 1890, supra , is a special provision 
for the retirement of officers of the Regular Army found physically incapaci- 
tated for active service on examination for promotion, by reason of physical 
disability contracted in line of duty, with the rank to which their seniority 
entitled them to be promoted. Section 32, act of 2 February 19.01, supra , is a 
special provision authorizing, under stated circumstances, the promotion of 
Regular Army officers subject to physical examination and their retirement, if 
found thereafter upon examination to be disqualified for promotion, in the 
same maimer as if they had been examined prior to promotion. Section 5, act 
of 23 April 1908, supra , is a special provision in most respects similar to 
the mentioned provision of the act of 1 October 1890, except that it governs 
the examination of certain officers of the Medical Corps and, as to such offi- 
cers, supersedes the act of 1 October 1890. The act of 3 March 1909, supra , 
supplements section 5 of the act of 23 April 1908, supra. , by making special 
provision for the suspension from promotion of majors of the Medical Corps, 
and for their retirement if upon reexamination they are found to be disquali- 
fied by reason of physical disability incurred in line of duty. 
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SECTION 3.- -WARRANT OFFICERS OF THE REGULAR ARMY 

basis for retirement for disability . Warrant officers 
of the Regular Any are entitled to te retired for disability water the same 
conditions as commissioned officers of the. Eegular Army ’ 

19^1 55 stat. 653, 10 TX;S*C. , Sup. IV, 594; sec. 4a, Nat 1. Def. Act 0 

Si hy sell, iit 4 Jta 1920, 41 Stat. 761, 10 O.S.C. 594, Chap DC, act 9 
Jul 1918, 40 Stat. 882, 10 U.S.C. 27 6; act 15 Oct 1940, 54 Stat. 1177, 1° 

U.S.C. 277). 

36. Interpretation ami application . Warrant officers of thfl Eegular 
AW are officers of the Eegular Aw, >»tro not commis, Slone, as 

They are eligible for retirement for disability under the seme 
ootilssloned officers of the Eegular Aw- Thus a warrant officer of tto 
'Rp^mlar Army may he retired,- as a warrant officer, for incapa ty 
se^iS SdSX S his prior service as- an enlisted man in the 
However , retired -warrant officers of the Regular Army who ° 

active commissioned service subsequent to retirement are not 

ceive any benefits under the act of 29 June 1945. V T^Stat 652- 10 
grade) appointed pursuant to the act of 21 August 1941 (55 Stat . 652, 10 

it S C Sun IV 591)* as a chief warrant officer, subject t ^ 

physical eLoinition, and found uponjucn phys ical . ® B P ^t 
cally unfit and recommended to be retired for physical d 7, nprtion 

advanced to the grad, of chief variant officer and retired pursuant to section 

3 of the act of 1 October 1890 (23 Stat. 5^2, 10 U.S.C. 93 
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SECTION 4.— MEMBERS OF THE ARMY NURSE CORPS, NURSES HOLDING 
APPOINTMENTS AS OFFICERS IN THE ARMY OF THE UNITED STATES, 
DUAL STATUS NURSES, AND DIETITIANS AND PHYSICAL THERAPISTS 
WHO HOLD APPOINTMENTS AS OFFICERS IN THE ARMY OF THE UNITED 
STATES. 



37 . Status of i rtd lviduals . a. The Army Nurse Corps is a component of 
the Medical Department of the Regular Army and the personnel thereof, includ- 
ing Reserve nurses, are members of the Regular Army. Members of the Army 
Nurse Corps , as such-, hold relative rather than actual rank and are not com- 
missioned officers of the Regular Army. Members of the Army Nurse Corps, in- 
cluding Reserve nurses, if they do not hold appointments in the Army of the 
United States and thus possess a dual status, are retired under the provisions 
of the act of 20 June 1930 (46 Stat. 790), as amended (10 U.S.C. 937), in the 
"grade" to which they belonged at the time of their retirement. The word 
"grade" refers to one of the positions in the corps prescribed by section 1 , 
Chapter Y, act of 9 July 1918 (40 Stat. 879;. 10 U.S.C. l 6 l), as, for example, 
superintendent, assistant superintendent, etc. The retired pay of members of 
the Army Nurse Corps who are not dual status nurses will be computed on the 
basis of the permanent pay provisions of section 13 of the Pay Readjustment 
Act of 1942 (56 Stat. 366 ; 37 U.S.C., Sup. TV, 113) and not on the basis of 
their present pay. 

b. Army nurses who hold appointments as officers in the Army of the 
United States but who are not members of the Army Nurse Corps are eligible for 
retirement under the provisions of the act of 20 June 1930 (46 Stat. 790) as 
amended (10 U.S.C. 937), and if so retired they receive retired pay at the 
rate of 75 per centum of the active duty base and longevity pay received while 
serving in the highest grade in .which they served while assigned to the Army 
Nurse Corps. 

c. A dual status nurse, that' is, a member of the Army Nurse Corps who 
holds an appointment as an officer in the Army of the United States, if found 
to be disabled from performing the duties of a nurse and retired while still 
holding both appointments, is placed upon the Army Nurse Corps Retired List 
in the highest commissioned grade in which she served under such appointments 
and receives retired pay at the rate of 75 centum of the active duty case 
and longevity pay received by her while serving in the highest grade in which 
she served under such appointments . 

d. Dietitians and physical therapists who hold appointments as officers 
in the Army of the United States are eligible for the same retirement benefits 
for disability as Army nurses who hold appointments in the Army of the United 
States. Thus, if retired for disability they receive retired pay at the rate 
of 75 per centum of the active duty base and longevity pay received while 
serving in the highest grade in which they served while assigned to the Med- 
ical Department. 

38 . Statutory basis for retirement and determination of retired pay 
and rank , a. The act of 20 June 1930 (46 Stat. 790)., as amended by the act 
of 17 October 1940 (54 Stat. 1192; 10 U.S.C.’ 937) provides in pertinent part: 
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"That pursuant to regulations to he prescribed by the Secretary 
of War * * *, -when, a member of the Army Nurse Corps * * * shall be 
found by a board of medical officers to have become disabled in line 
of duty from performing the duties of a nurse, and such findings are 
approved by the head of the department concerned, she shall be re- 
tired from active service and placed upon the Nurse Corps retired 
list of the appropriate department in the grade to which she belonged 
at the time of her retirement and with retired pay at the rate of 75 
per centum of the active service pay received by her at the time of 
her transfer to the retired list. * * 

b. The act of 3 March 1951 (46 Stat. 1502; 10 U.S.C. 983).> 
provides : 

"That the Act approved June 20, 1930 , entitled 'An Act to pro- 
vide for the retirement of disabled nurses of the Army the Navy , 
shall be construed, from its effective date, as authorizing the pay 
of members of the Army Nurse Corps and the Navy Nurse Corps retired 
thereunder to be computed upon the baa is of the entire amount of the 
active -service pay received by each, respectively, at the time of her 
transfer to the retired list, including in the cases of superintend- 
ents of Nurses Corps, assistant superintendents, directors, assistant 
directors, and chief nurses the money allowance prescribed as part of 
their compensation by section 13 of the Act of June 10, 1922 (42 Stat. 
631)." 

Section 13 of the act of 10 June 1922, which is referred to above, was super- 
seded by section 13 of the Pay Readjustment Act of 1942 (act 16 Jun 1942, 56 
Stat. 366; 37 U.S.C., Sup. IT, 113). Section 15 of the latter act (10 U.S.C. , 
Sup. 17,* 115) provides that, effective 1 June 1942, nurses "shall have their 
retired pay * * * computed as now authorized by law" on the basis of pay 
provided in that act. 

c. The act of 22 June 1944 (58 Stat. 324), provides in perti- 
nent part: 

"/Sec. lj That, notwithstanding any other provision of law, 
members of the Army Nurse Corps, female persons having the necessary 
qualifications for appointment in such corps, female dietetic and 
physical -therapy personnel of the Medical Department of the Army 
(exclusive of students and apprentices)! appointed under the provisions 
of the Act of December 22, 1942 (56 Stat. 1072), and female persons 
having the necessary qualifications for appointments in such depart- 
ment as female dietetic or physical-therapy personnel under the pro- 
visions of the Act of December 22, 1942 (56 Stat. 1072), may be ap- 
pointed as officers in the Army of the United States under the pro- 
visions of the joint resolution of September 22, 1941 (55 Stat. 728), 
as amended by the Act of July 1, 1943 (Public Law 114, Seventy -eighth 
Congress), in -the grades therein prescribed, and assigned, respec- 
tively, to the Army Nurse Corps and Medical Department of the Army. 

* * * Members of the Army Nurse Corps so appointed and assigned shall 
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not by acceptance of their appointments vacate their appointments in 
the Army Nurse Corps. (50 U.S.C. App., Sup. I 1 , 1591) 

"* * * 

"Sec. 3. In addition to members of the Army Nurse Corps , any 
person appointed and assigned as an officer in the Army of the 
United States under the provisions of section 1 of this Act shall he 
eligible to be retired under any lav providing for the retirement of 
members of the Army Nurse Corps, and any such person, including 
members of the Army Nurse Corps, who, while serving under such ap- 
pointment and assignment, is so retired for disability shall receive 
retired pay at the. rate of 75 per centum of the active duty base and 
longevity pay received by her while serving in the highest grade in 
which she served tinder any such appointment and assignment, and, not- 
withstanding any other provision of law, shall be placed upon the 
Amy Nurse Corps retired list in such highest grade. * * * (50 U.S.C. 
App., Sup. IT, 1593 ) •" 
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SECTION 5— COMMISSIONED OFFICERS, WARRANT OFF^E^AND FLIGHT 
OFFICERS WHO ARE NOT OFFICERS OF THE REGULAR ARM\ 

3Q. Retirement pay. Although retirement benefits fer^dieaMltty^ 
exist for certain disabled military personnel who are not a part of h V 

ESS SSSSnS Sss&sxr 

dependent upon the continuation of such status. 

^°* Stetutory ta ^ 1S f ° r --rrnf^ O & Sup S 6 IV l 0 ? 56 ) provides in 
3 April 1939 ( 53 s tat. 557), as amended (10 U.S.C., Sup. IV, P ) P 

pertinent part: 

"* * * That all officers, warrant officers, and ^ jf 

the Army of the United States, other than the officers . 

respects entitled to receive the same pensions, 

ment pay, and hospital benefits as are -new or may of Re- 

viled by lav or regulation for office S, deluding 
an ending grades and length of service of the Regular Army, mexunung 
?o^Sr dependents the benefits of the Act of December 17, 1919 
(hi Stat. 367), as amended. 5 ' 

t. Executive Mer So. 

ae sanded ty f Lial Register 639), Pro- 

and Executive Order No. 9051 , b February xy _ eection 5 of the act 

viding for the administration of the benefits provided by Beano* ? 

of 3 April 1939, as amended, supra , provides in per' par 

”* * * duties, pwera^ f^tim^oitot^ae 

* TZIZ7- Administration J ffigfeb 

- n r r1r32^;, 

“ +n mich eligibility, shall be nade by the Secretary of War, or oy 
x 4 . -l_ -u4 „ j _ +y, e uor Department, in the manner, and 

someone designated hy him in the w v p v* R^ulationB for 

in accordance with the standards, providea by lav, or regulations ior 

Regular Army personnel: * * *" 

hi. individuals el igible for retirement^. If ^^^militSy 
- into active military service by the Federal Government for extended, mill ary 
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service in excess of "thirty days , not for duty with the Civilian Conservation 
Corps, and disabled in line of duty while so engaged, the following classes of 
individuals other than enlisted men are eligible for retirement pay. 

a. National Guard personnel. 

b. Officers Reserve Corps personnel. 

c. Temporary officers appointed in the Army of the United States without 
component .pursuant to the aot of 22 September 1941 (55 Stat. 728), aB amended 
(10 U.S.C., Sup. IV, 484 note), including commissioned officers of the Women’s 
Army Corps/; 

d. Female physicians and surgeons appointed as commissioned officers in 
the A nay of the United States under the act of 1 6 April 1943 (57 Stat^ 65), as 
amended (10 U.S.C., Sup. IV, 92a). 

e. Temporary chief warrant officers and temporary warrant officers 
(junior grade) appointed under section 3 of the act of 21 August 1941 .(55 Stat. 
652; 10 U.S.C., Sup. IV, 591a). 

f. Flight officers. 

42. Interpretation of the act of 3 April 1939 . a. Entitlement to 
receive the retirement pay benefits provided by section 5 of the act of 3 April 
1939 (53 Stat. 557), as amended (10 U.S.C., Sup. IV, 456) must be predicated 
upon disease, injury or infirmity resulting in permanent disability which 

was incurred in line of duty while on active service on or after 3 April 1939, 
or upon an additional permanent disability resulting from aggravation incident 
to such service- of a disease, injury or infirmity which was not itself an in- 
cident of service. 

b. Eligibility to receive retirement pay under the mentioned act re- 
quires the individual concerned to have been in an active duty status at the 
time the disability was incurred but it does -not require such a status to be 
held as of the time the individual applies for retirement pay benefits or ap- 
pears before an Army retiring board or is certified to the Veterans 1 Adminis- 
tration as entitled to retirement pay. 

c. If an officer’s disability is wholly incident to his enlisted or war- 
rant officer service he 1 b not entitled to receive retirement pay based on his 
commissioned status. A physical defect which existed prior to entry upon 
active military service and which has not been permanently aggravated as a - 
result of such active service provides no basis for such entitlement. 

43. Approval of retiring board findings . The final determination of 
eligibility for retirement pay benefits is a function of the Secretary of War, 
or his designee, pursuant to the terms of .Executive Order No. 80 99# 28 April 
1939 (4 Federal Register 1725), as amended, and payment is made by the Veterans 
Administration upon certification by the War Department that the individual 
concerned is entitled thereto. 
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44 • - The act of 29 June 1943. 

a# Section 1 of the act of 2 9 June 1943 (57 Stat. 249; 10 U.S.C., Sup* 
17, 985 ), provides: 

"That any officer of the Army of the United States or of any 
component thereof, except ah officer of the Regular Army, who heretor 
fore or hereafter has teen or may be granted 'retirement pay for phys- 
ical disability determined or incurred while serving under- a tem- 
porary appointment in a higher grade shall receive retirement pay 
computed as otherwise provided ty law for officers of such "higher 
grade." 

b. Purpose and scope . 

(1) The act of 29 June 1943, supra , is not a retirement law and section 
1 thereof has no application until, in a particular case, entitlement to re- 
ceive retirement pay has been dete rmin ed under seme other particular statute, 
such as the act of 3 April 1939> as amended. It does not change or affect the 
requirement of section 5 of the act of 3 April 1939, as amended, supra, that 
in order for an officer to be eligible to receive retirement pay provided by 
that act he must .have became permanently incapacitated for active service as 
the result of an incident of service while serving as an officer on active 
duty. 

^2} In order to qualify for the benefits provided by section 1 of the act 
of 29 June 1943, supra , an individual must not only be within the class of. 
officers described in that section but must also fall within one of the classes 
of officers specified in section 6 of that act (see par. 33f ) . The officers 
prnjmrify sought to be benefited by section 1 of the mentioned act are officers 
of reserve components who at the time their disabilities are incurred or de- 
termined hold simultaneously both a permanent appointment and a temporary ap- 
pointment in a grade higher than their permanent grade. Temporary officers in 
the Army of the United States without component, appointed under the provisions 
of the act of 22 September 1941 (55 Stat. 728 ), as amended (10 U.S.C., Sup. IV, 
484, note), who are not members of a reserve component presently hold only one 
grade and are not benefited by section 1 , supra . 

c * interpretation . In the case of an officer entitled by section 1 of 
the act of 29 June 1943, supra , to have his retirement pay computed as of a 
higher temporary grade held by him at the time the disability was incurred or 
determined , if the temporary grade held by him at the time of incurrence is 
different from that held at the time the determination is made, it is con- 
templated that his. retirement pay will be computed on the basis of the higher 
of the two grades. The term "determined” as used in section 1, supra , refers 
to the date when the finding of disability by an Army retiring board is ap- 
proved by the Var Department. Sections 6 , 7, 8 and 9 of the act of 29 June 
1943, supra, are applicable to individuals who seek the benefits of section 1 
of the mentioned act (see par. 33 f to 33 h). 
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ASSEMBLING RECORDS NECESSARY FOR CONDUCT 



DOCUMENT 



THE ADJUTANT GENERAL 



MEDICAL WITNESS 



SECTION 5. ASSEMBLING RECORDS NECESSARY FOR CONDUCT OF A RETIRING BOARD. 



REQUEST FOR RECORDS 
WD AGO FORM 261 
FROM THE ADJUTANT GENERAL 

ENTRANCE PHYSICAL EXAMINATION 
(ORIGINAL AND PHOTOSTAT) 
ANNUAL PHYSICAL EXAMINATIONS 
(ORIGINAL) 

OTHER RELATED MEDICAL RECORDS 



ORDERS TO EXAMINE OFFICER AND 
TESTIFY AT BOARD MEETING 

REPORT OF 'PHYSICAL EXAMINATION 
Of OFFICERS'. WD AGO FORM 63. 



ORDERS TO EXAMINE OFFICER AND 
TESTIFY AT BOARD MEETING I 
REPORT"' OF PHYSICAL EXAM I NAT i ON 
OF OFFICERS. WD AGO FORM. 63 : 



LEAVE STATEMENT OF OFFICER 
-MEMO- 

OFFICER'S QUALIFICATION CARD.. 
WD AGO FORM 66-1, 66-2, 

OR 66-3 

DISPOSITION BOARD fYN DINGS. 

WD AGO FORM 8-1 16 

CLfN'tCAL RECORDS MD FORM 55A OR 
WD AGO FORM 8 7 33 SERIES 



ORDERS APPOINTING 
RETIRING BOARD • 



ORDERS FOR OFFICER TO 
APPEAR BEFORE 
RETIRING BOARD 



1 fi> AGO 261 


ENTRANCE EXAM (CRG)|®jfep 


. E 


[NTRANCE EXAM (PHOT)fcaj 


k 


ANNUAL EXAM (ORG ) f* 


> 


OTHER RELATED 1 
MEDICAL RECORDS j 
| (ORIGINALS) 



Forwards records requested in 
Chart I. (Air mail is author 



ited. ) 



MEDICAL witness 



KOTE : A joint report of physical examination may be 

prepared. 




Prepares WO AGO Form 63. 

Presents report of physical examina- 
tion along with appointive orders to' 
recorder. 




- Prepares WO AGO Form 63. 

. Presents report of physical ex- 
amination along with appointed 
orders to recorder. 



CHART 6 
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OF A RETIRING BOARD 



PERSONNEL SECTION 



REGISTRAR 



RECORDER OF 
RETIRING eOARD 



I LEAVE STAT£HENT~hjB m 
|2 LEAVE STAT£MgNT| 

OUALIFICATION U 
^ CARD 



> Prepares officer’s leave statement. 

. Has officer sign both copies. 

. Forwards qualification card to registrar 
If board recommends permanent limited 
service. 



Retains 
For Vet 
Adm 
See 
Chart 




VO AGO 261 

[e ntrance exam (ORG) 

J [e htrahce exam (Phot)| 

AHKUAl EXAM (ORG) 



U (Tirff 

» yn 

"M 



OTHER RELATEO 
MEDICAL RECORDS 
(ORIGINALS) 




ENTRANCE EXAMS 



ANNUAL EXAMS 
(ORIGINAL) 



Receives and holds. 



- Receives retiring Board records rrom The 
Adjutant General . 

- Forwards original physical e*ams to re- 
corder of retiring board. 

- Retains photostats of physical etams and 
other records for transmission to 
Veterans Administration. (See ChArt 8.) 



5 




ORDERS 




1 


WD AGO 63 | 






J 


WD AGO 63 | 








3 \ 






WD AGO 63 




'w 


1 



Receives and holds. 



Receives and forwards 
Holds cooy g of *0 AGO Form 63 for 
transmission to Veterans Administration. 
(See Chart 8.) 



6 ORDERS 

H VD AC " ^ 

J 2 KQ AGO 63 
\ P WD AGO 63 



O* 



Receives and torwards. 

. Holds copy g of WO AGO Fprm 63 for trans- 
mission to Veterans Administration. (See 
Chart 8.) 



1 WO AGO 63 
7 WD AGO 63 



- Receives and holds. 



F EAVE STATEMENT^ 

QUALIFICATION 

CARD 



| WO AGO 8-118 
1 2 WO AGO 8-118 
m h WO AGO 8-118 

^ CLINICAL 

>• RECORDS 



. Forwards WO AGO Form 8-118. 

• Forwards clinical records required (If 
clinical records are in the ward they 
may be forwarded directly to the 
recorder by the ward officer). 



- Receives and holds. 



*0 AGO 8-H8 



1 



1 <0 AGO 8-1 1 



3 VO AGO 8-118 



CLINICAL 


| 


RECORDS 


| 



- Receives and -holds. 



FR 

FILE 



' orders appointive! 



ORDERS 

APPOINTIVE 



Reproduces from original orders Issued «P- 
polnti ng Retiring Board. 

’"orders APPEARANCE | 






FILE^^r 



ORDERS 

APPEARANCE 



- Removes appearance orders and other orders re- 
ceived from Personnel Section, as In Chart 5 
above, from file. 
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CHAPTER 5 

RETIRING BOARD PROCEDURE 



45. Appointment, a. Authority to appoint Army retiring "boards and 
to any necessary charges therein, with the exception of the Retiring 

Board in Washington, D« a., has "been delegated "by the Secretary of War to the 
c.cmimmding generals of service commands within the continental United States 
and to the Commanding General, Army Air Forces. In view of this authority the 
ccamnaiLding general of each serrice .command and the C omman ding General, Army 
Air Forces, are charged with the responsibility of main tai n ing properly con- 
stituted retiring hoards within their commands at all times. The com ma nd i ng 
general of each serrice command will appoint an Army retiring hoard for each 
named general hospital, and at such other places as may he deemed necessary. 
Within, the Jurisdiction of his command. The Commanding General, Army Air 
forces, will appoint an Army retiring hoard , at such Army Air Forces stations., 
regional hospitals and convalescent hospitals as he may deem necessary. Army 
retiring hoards outside the zone of interior will he appointed by the com- 
manding general concerned upon instructions from the Secretary of War. The 
appointment of Army retiring hoards will he by direction of the President, 
under the provis ions of section 1246, Revised Statutes. In the event the re- 
quired number of officers is not available at an Army installation to consti- 
tute a retirifig board* the additional necessary officers will be selected from 
stations in the vicinity of the named general hospital or other location of the 
retiring board. Chaplains will not be appointed as members of Army retiring 
boards unless the shortage of suitable personnel so dictates. An Army re- 
tiring board which considers the case of a member of the Women l s Army Corps 
will include as a member present a commissioned officer of the Women's Army 
Corps. 

h. Authority to appoint Army Rurse Corps retiring hoards and to m ake 
changes, therein has been delegated by the Secretary of War to the same general 
officers authorized to appoint Army retiring hoards. In view -of this authority 
the commanding general of each service command and the Commanding General, 

Army’ Air Forces, are charged with the' responsibility of maintaining within 
their commands, at all times, properly constituted Army Rurse Corps retiring 
hoards, consisting of not more than 5 nor less than 3 medical officers for the 
consideration of such cases as may properly he referred to it for action. The 
appointment of such hoards will not he by direction of the President hut will 
cite the provisions of the act of Congress approved 20 June 1930> & s amended, 
and the authority therefor contained in Army Regulations 40-20. 

c. The senior member of a retiring board will be the president. 

d* The president of the board will appoint a reporter and when necessary 
an interpreter. 
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e. Medical witnesses are designated under instructions of the authority 
appointing the retiring hoard, hut not by direction of the President. They 
will he Medical Corps off j.cers who are not members of the Army retiring hoard. 
In designating medical witnesses the hospital commander will exercise extreme 
care to insure that those designated have appropriate professional qualifi- 
cations and mature medical judgment. As many additional medical witnesses 
will he designated as are necessary to insure the appearance of medical of- 
ficers qualified in the several fields of medicine. In practically all cases 
it will he in the hest interests of the officer concerned and the Government 
to designate as one of the medical witnesses a specialist in the diagnosis and 
treatment of the disease, injury or infirmity on account of which the officer 
concerned is being considered. Such a medical witness is better qualified to 
present the case, give expert testimony and make appropriate replies to 
questions. Where the medical witnesses in a particular case are not special- 
ists in the diagnosis and treatment of the pertinent disease, injury or in- 
firmity, appropriate specialists will he called as witnesses by the retiring 
hoard, if indicated. 

f. The recorder is appointed hy the authority appointing the retiring 
hoard. An alternate recorder may be appointed to act as recorder in the ab- 
sence of the recorder. The recorder of an Army Nurse Corps retiring hoard 
will he a medical officer. 

g. Counsel for the officer appearing before the hoard will he designated 
by the c omman ding officer* of the Army installation concerned from a panel of 
qualified officers of appropriate grade approved hy the appointing authority. 
The authority appointing the retiring hoard will appoint one or more officers 
to act as counsel for officers ordered or authorized to appear before each Army 
retiring board. Each counsel will he a qualified officer of appropriate grade 
who has had legal training and experience or is otherwise appropriately quali- 
fied. 
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ORDERS APPOINTING AN ARMY RETIRING BOARD 



AKMI SERVICE FORCES 
Headquarters, Seventh Service Command 
Omaha 2, Nebraska 



Retiring Boai*d is aptd for 'Schick General Hospital Clinton Iova to 
meet from time to time at the call of the president of the. hoard 
for the examination of such officers as may he ordered before it. 



Detail for the hoard 
COL BENJAMIN M SYMNES 0273813 MS 
COL EDVARD E ROAN 0495835 MC 
LT COL WILLIAM J BROWNE 06488 Inf 
LT COL DONALD J JORDAN 0234826 MC 
LT COL ELS ON A BRIGGS 0287119 MC 
MAJ JAMES J MaGINTE 0283666 QMC 
MAJ DON D ROBERTS 0239521 MC 
MAJ LAWRENCE L FLINT 0222025 CE 
MAJ ELWOOD G JOHNSEN 0418548 MC 
• MAJ JAMES L T SANDS 0462412 MAC 
MAJ RALPH S RANDOLPH 0467332 .MAC 
CAPT ROBERT 0 BEINO 0225264 AUS 
CAPT AUGUST STEVENS 0190580 QMC 
CAPT ROBERT T YAEGER 0274440 TC 
CAPT ENOCH J MYERS 03339176 MC 
CAB? JANE T SMITH L301234 WAC 



CAPT JULES M MICHAEL 0498954 MC 

Alternate Recorder 
CAPT V A TRAW 0179633 MAC 

Counsel 

CAPT ROBERT T WILLIAMSON 0425418 MAC 
* * * 

Alternate Counsel 
LT FRED Y HINEY 0446995 Inf 



BY COMMAND OF MAJOR GENERAL DANIELS: 



SPECIAL ORDERS 
NUMBER 260 



EXTRACT 



17 Sep 1945 



3. DP under the provisions of section 1246, RS an Army 



Recorder 



OFFICIAL: 






E, I. GUBIN 
Brigadier General, GSC 
Chief of Staff 



GEORGE J CONNORS 
Colonel. . AGD 



. ala; 

Adjutant General 




ILLUSTRATION 8 
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ORDERS APPOINTING COUNSEL 






EXHIBIT ,T D" 



ARMY SERVICE FORCES 
Headquarters, Schick General Hospital 
Clinton, Iova 



SPECIAL ORDERS 
NUMBER 283 



EXTRACT 26 Oct 1945 

* * * 



7 . CAPT ROBERT T WILLIAhBON 0 425 4l8 MAC is designated counsel 
for Maj John M Doe pursuant to AR 605-250. 

* * * 



BY ORDER OF COLONEL GRANT: 




OFFICIAL: 




EARLE S SAXSON 



Captain, MAC 
Adjutant 



EARLE S SAXSON 
Captain MAC 
Adjutant 
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ORDERS APPOINTING MEDICAL WITNESSES 



2 . MAJ PAUL A BETABS 0 346 479 M3 and MAJ ROBERT C SMITH JR 
0 480 568 1C are designated Medical Witnesses for the Army Re- 
tiring Board this Geh Hosp. 

5 . LT COL GRAHAM A CORWIN 0 372 839 MO and CAPT LEWIS J DALE 
0 303 276 M3 are designated additional Medical Witnesses for 
the Army Retiring Board, this Gen Hosp. 



EXHIBIT ,t H t 



ARMY SERVICE FORCES 
Headquarters, Schick General Hospital 
Clinton, Iowa 



SPECIAL ORDERS 
NUMBER 274 



EXTRACT 



1 Oct 19^5 



BY ORDER OF COLONEL GRANT: 



OFFICIAL: 




EARLE S SAXSON 
Captain MAC 
Adjutant 



EARLE S SAXSON 
Captain, MAC 
Adjutant 




ILLUSTRATION 10 
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46. Function and Jurisdiction, a. It is the function of retiring 
"boards, in cases referred to them, to make findings with respect to: 

(1) the physical and mental capacity for active service of the officers 
concerned, and whether any incapacity for active service is permanent, 

(2) the cause or causes of any such incapacity, the date or dates such 
cause or causes originated, ana. the date the officer concerned he- 
came incapacitated for active service. 

(3) whether such incapacity is an incident of service. 

(4) the quantum of any additional permanent disability incurred by com- 
missioned officers, of the Regular Army in line of duty while on 
active duty under a temporary appointment in a higher grade subsequent 
to their retirement for physical disability. 

b. The effect of the findings made by retiring boards is to determine 
initially: 

(1) the entitlement of the individual before it to be retired or receive 
retirement pay. 

(2) the entitlement of commissioned officers of the Regular Army to be 
retired in a higher grade upon being found physically disqualified for 
promotion. 

(3) the entitlement of commissioned officers to the benefits provided by 
the act of 29 June 1943 (57 Stat. 249; 10 U.S.C., Sup. 17, 985-985h). 

Retiring boards are authorized to make recommendations in appropriate cases 
that individuals appearing before them be considered for temporary or perma- 
nent limited service assignments. Such recommendations will be set forth in 
Item 34 of WD AGO Fori 199* 

c. Retiring boards are authorized to make findings whether an individual's 
incapacity for active service was incurred in combat with an enemy of the 
United States or resulted from an explosion of an instrumentality of war in 
line cf duty. Such findings will be set forth in Item 35 of WD AGO Form 199- 

d. The scope of the investigation of a retiring board concerning the 
origin and development of an incapacity, or its cause, is not restricted as to 
time. It may inquire into the matter of an incapacity or its cause however 
long since it may have originated. 

47. Procedure prior to hearing : Prior to the hearing of a particular 

case the following action will be taken. 1 1 

a. The president of a retiring board will: 

(l) Fix the time of the hearing after consultation with the recorder to 
determine that the individual being notified to appear and his 
1 
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counsel will have at least three days prior to such date to inspect 
documentary evidence as provided hy Army Regulations 605-250. 

(2.) Notify the individual concerned in writing of the time fixed for the 
hearing; the- name of the counsel appointed for him and his right to 
civilian orj military counsel or loth; his right to appear, to intro- 
duce evidence, cross-examine witnesses and argue his case orally or 
in writing A the names of the witnesses who will he called hy the 
recorder; arid his right to examine documentary evidence as provided 
hy Army regulations . 

(3) Notify the other members on the hoard of the time and place of the 
hearing or instruct the recorder to do so. 

h. The recorder of a retiring hoard will: 

(1) Take the necessary -action to enable him to advise the president with 
respect to the appropriate time for a hearing. 

(2) Notify the medical witnesses, the counsel for the officer concerned, 
and the reporter of the time and place fixed tor the hearing. 

(3) Arrange to secure the attendance of witnesses desired hy the officer 
concerned, or under appropriate circumstances their depositions, and 
other evidence . 

(A) Make the necessary physical arrangements to permit a proper hearing 
to he held. 

( 5 ) Make the necessary preparation to adequately acquaint the board at 
the hearing with all pertinent facts. 

(6) Assist in securing a continuance of the hearing when requested to do 
. so, and apply for a continuance when the circumstances require such 

action. 
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LETTER OF NOTIFICATION OF RETIRING BOARD MEETING 



TO: 



SUBJECT: Appearance ‘before Army Retiring Board 



Major John M, Doe , Inf . 



ARMY SERVICE FORCES 
Headquarters Schick General Hospital 
Clinton, Iowa 



EXHIBIT T ?C" 



26 Oct 19^5 




1. You are hereby notified to appear for a hearing before an Army Retir- 
ing Board on 1 November 19*1-5 . at 1100 hours, in the Medical Library, Schick 
General Hospital, Clinton, Iowa. 

2, The board will make findings with respect to whether you are perma- 
nently physically or mentally incapacitated for active service and, if it 
finds that you are incapacitated, it will also make findings with respect to 
the following matters: 



a. The cause or causes of such Incapacity 

b. The date or dates when the cause or causes of such incapacity 
originated 

c. The date when you became incapacitated 

d. Whether such incapacity is the result of an incident of service 

e. Whether your Incapacity was incurred in combat with an enemy of 
the United States or resulted from an explosion of an instrumen- 
tality of war in line of duty. 

f . Whether you should be recommended for limited service 



(in the case of commissioned officers of the Regular Army who have already 
been retired for disability, omit items b through e, and replace them with: 



b. Whether you incurred additional permanent disability in line of 
duty while you were serving on active duty under a temporary 
appointment in a higher grade, subsequent to your retirement and, 
if so, the amount of such additional disability.) 



The effect of the board’s findings on the mentioned matters will be to 
determine ..Initially your entitlement to be retired for disability or to be 
certified for retirement pay and, if so entitled, the grade in which you are to 
be retired or certified. 
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LETTER OF NOTIFICATION OF RETIRING BOARD MEETING (CONT’D) 



I 



3. Captain Robert T. Williamson, MAC, has been appointed as your counsel 
and will advise you of your substantive and procedural rights. He will repre- 
sent you at the hearing or act as associate counsel if you desire to be repre- 
sented by military or civilian counsel of your own choice. If you desire you 
may appear before the board, without counsel. 

4. At the hearing you will be required to testify under oath. You or 
your counsel may introduce evidence and cross-examine witnesses called by the 
recorder or the board. You and your counsel will be permitted to advance your, 
contentions by argument, either orally or in writing. 

5. The following witnesses will be called by the recorder: 

Major Paul A. Betans, M3 
Major Robert C. Smith, Jr., M2 

6. You and your counsel are entitled to examine the documentary evidence 
which will be offered as evidence at the hearing. 



BENJAMIN M. SYMNES 
Col, MD 

President, ARB 

Receipt of a full and correct copy of the above on 2 6 October 19*1-5 is hereby 
acknowledged. After consultation .with my counsel I have concluded that I 
(do not) desire more than five days to prepare my case. (State reasons if 
more than five days are desired. ) I (do) Xdo-naot)' desire the services of 
counsel appointed for me by order. 





ILLUSTRATION 11 (CONT’D) 
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(7) , Assemble 'the exhibits which will he submitted at the hearing. Such 
exhibits may include: 



Exhibit A. Orders appointing the retiring board 

Exhibit B. Orders directing officer concerned to 
appear before retiring board. 

Exhibit 0 . Copy of letter of notification of time 

and place of hearing, etc., to the officer 
concerned, and acknowledgment of receipt 
thereof by him or his counsel. 



Exhibit D . Orders appointing counsel for the officer 
appearing before the board. 

Exhibit E . Statement of Service of the officer, WD 

AGO Form 26l, authenticated' by The Adjutant 
General . 

Exhibit F . Original Report of Physical Examination, 

WD AGO Form 63, 6k or 38, with waivers if 
any. 



“Exhibit G. All available approved Disposition Board 

Proceedings for Officers, V© AGO Form 8-118, 
with clinical abstract attached. 



•Exhibit TT. Orders appointing medical witnesses. „ 

Exhibits! and J or K. Reports of medical witnesses 
on WD AGO Form 63. 

Exhibit L. Certified copy of certificate of non- 
essentiality. 



(8) The exhibits will be fastened into 3 files as follows: 



File 1 File 2 File 3 

For the War Department For the officer For the board 
( copy number) (copy number) ( copy number) 



Exhibit A 
Exhibit B 
Exhibit C 
Exhibit D 
Exhibit E 
Exhibit F 
Exhibit G 
Exhibit H 

Exhibit I and J (or K) 
Exhibit L 



1 2 

1 2 

1 0 

1 2 

1 and 2 0 

1 0 

1 . 2 
1 • 2 

1 2 

1 0 



3 

3 

3 

3 

0 

0 

3 

3 

3 

2 
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(9) Keep record on each officer to appear "before the /boards recording the 
movements of al 1 pertinent papers with date • • 

(10) Make certain that the subject officer's records, received from The 
Adjutant General are furnished to the medical witnesses for review 
prior to their exam 1 natron of the officer. 

c. The counsel for the officer ordered to appear "before the "board 

will : 

(1) Confer with the officer as soon as practicable after receiving notice 
of his appointment. 

(2) Advise the officer of his substantive and procedural rights. 

(3) Prepare to represent the officer or act as associate counsel if the 
officer will be represented b y military or civilian counsel of his 
own choice, unless properly excused. 

(4) Bequest the recorder to arrange to secure the attendance of necessary 
witnesses or their depositions and other evidence. 

(5) Be prepared to offer valid documentary evidence from physicians and 
hospitals to support the officer's position on facts which are 
disputed. 

d* • The medical witnesses will: 

(l) Beview subject officer's records forwarded by The Adjutant General. 

' (2) Beview clinical record and report of current disposition board. 

(3) Obtain and review all available approved disposition board proceeding 
previously held on subject officer at other medical facilities. 

.(k) Obtain and review clinical records of former hospitalizations, when 
indicated. 

( 5 ) Make a physical examination and record the result of such examination 
on WD. AGO Form 63 , Beport of Physical Examination. Such report will 
be complete and will include a thorough medical history, current 
physical findings, summary of progress during hospitalization, and 
reports of appropriate laboratory procedures* The nature, causes and 
permanency of any incapacity for active service found to exist will 

' • be stated in the written report. A joint report may be submitted. 

(6) Make full use of the American Bed Cross in obtaining reports from 
civilian sources, including hospitals and physicians, where the need 
for additional medical information is indicated. Any reports so 
obtained must be shown to the officer concerned or his counsel and if 
such reports have been used as a basis for medical opinion they must 
be offered in evidence, subject, however, to objection. 

(7) Becord the auditory acuity for both low conversational (20/20 scale) 
and whispered voice ( 15/15 scale ) y as well as the audiogram, in cases 
where defective hearing is considered as an incapacitating defect. 

(8) Becord both the uncorrected and the corrected visual acuity in cases 
where* the defective vision is considered as an incapacitating defect. 

( 9 ) Have free and open discussion with the patient's ward officer, the 
chief of division or service, and members of the disposition board, 
where doubt exists as to the diagnosis, permanency, incidence to 
military service, permanent aggravation by military service, etc. 

(10) In cases where a joint report has been prepared and thereafter one of 
the medical witnesses is unable to be^ present to testify before the 
board, have a separate examination accomplished by the absentee's 
alternate . 
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(11) Be prepare,! to report: 

(a) whether in their opinion the officer concerned is permanently 
incapacitated for active service; 

(h) the cause of causes of the incapacity (all diseases, injuries, 
or infirmities that are permanently incapacitating for general 
military service) ; 

(c) whether the cause of the incapacity is an incident of service, 
giving approximate date of origin when possible (see par. 60 c) ; 

(d) whether any defects which existed prior to. entry on active duty 
have been permanently aggravated by military service ; 

(e) whether any defects which were incurred in active service, not 
in line of duty, have been permanently aggravated thereafter by 
military service; 

(f) whether the officer is physically qualified for permanent limited 
service ; 

(g) whether the officer should be' recommended for temporary lxmiteu 
service, if found not permanently incapacitated for active 
service ; 

(h) whether the officer : s disability was incurred in combat with an 
enemy of the. United States, or as the result of an explosion of 
an instrumentality of war in line of duty; 

(i) whether an officer of the Regular Army, on the retired list by 
reason of physical disability, has while serving under a tempor- 
lary appointment in a higher grade incurred a permanent aggrava- 
tion of an incapacitating defect, that was present when he was 
recalled to active duty, or has incurred an additional physical 
disability, either 'of which is not less than thirty per centum 
permanent ( see . par , 6o.i) . 

(12) Record the date or approximate date the officer became incapaci- 
tated for active service. 

(15) Inform the officer concerned, at the time of their discovery, of any 
additional facts or supplementary information of a medical nature 
which had not been elicited previously. 

(l^) Arrange to have all available clinical records, X-rays, and other 
pertinent material on hand at the time of the board meeting. 

k8. Opening the- hearing, a. When the board is ready to proceed it 
will be called to order by the president. Members will be seated according 
to rank, alternately to the right and left of the president. Subject to 
change by the board other personnel, and the officer concerned, will be seated 
as the president directs except that counsel for the officer concerned will be 
seated next to the officer. Unless the officer concerned has been duly noti- 
fied and fails to appear or has expressly waived in writing his right to be 
present the board will not proceed in his absence. 
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REPORT OF PHYSICAL EXAMINATION 
WD AGO FORM 63 (FRONT) 



1. LAST NAME. FIRST NAME, MIDDLE INITIAL 

Dee, John -M. 


2. ARMY SERIAL NO. 

0-456203 


3. GRADE 

Maj 


A ORGANIZATION AND ARM OR SERVICE 

Infantry 


5. NATURE OF EXAMINATION 


6. RACE 


7. AGE IN 


8. SEX 


9. COMPONENT OF ARMY 


ANNUAL 


AC.1VE DUTY 


APPOINTMENT 


PROMOTION 


RETIREMENT 


SPECIAL 


TERMINAL 




YEARS 




RA 


AUS 


KC 


ORC 


Rare 










X 






W 


45 


M 




X 









REPORT OF PHYSICAL EXAMINATION VcUzss ^her^ise proscribe. this form will be used for all physical examinations of indiriduals cm aa aSIcec 

U ur rn IjJIOML tAMm.lHHI jutus. orfar appointments sj such or enrollment In the ROTC. Use typewriter if practicable. Attach p l« i n 

(S« ARM- IDS m< 40-115) additional sheets if required. F ^ 



10. YEARS. OF ACTIVE SERVICE 2 7 /l2 



11. YEARS OF INACTIVE SERVICE 



-JLone_ 



12. MEDICAL HISTORY* 



This 45 year old Jfa-Jor, Infantry , entered on active duty 10 March 
19^5, aa a Captain. He has a record of serving in World War I, and 
for some years has held a reserve commission. Had a duodenal ulcer 
first diagnosed in 1935* confirmed "by X-ray , otherwise negative, 
(to he continued on additional sheets. 



RECORD Of PHTJXAL EXUHKAT10* 



13. EYES 

Normal 


14. COLOR VISION (not required 
ON ANNUAL EXAM.) 

Normal 


,6 - vl5,ON IfonaeJ : 


UNCORRECTED 


RE 20/ 20 


LE 20/ 20 


BE Jli.ilt 


LH " 1-14 


CORRECTED 


20/ 


20/ 


J# 


J 4 



PROPERLY CORRECTED.) 



CYCLOPLEGIC » 



Normal 



WHISPERED VOICE | 


AUCKOMETER TEST » 


NT. EAR 


LT. EAR j 


RT. EAR 


LT. EAR 


15 /!5 


15 ia\ 


% LOSS 


% LOSS 



19. NOSE AND THROAT 

Normal 



20. TEETH ‘INDICATE RESTORABLE CARIOUS TEETH BY O. NONRESTORABLE CARIOUS TEE TH BY /. MISSING 
NATURAL TEETH BY X. TEETH REPLACED BY DENTURE. HORIZONT AL LINE OVER X A c XXX AND TEETH 
REPLACED B Y FIXED BRIDGE . OVAL TO INCLUDE ABUTMENTS. AS f4 V'6 ) 

8 7 <,6 I Q 3 2 1 1 2 3 I S 6 T 8 

° “ * L 



21. OTHER DENTAL DEFECTS AND REMARKS 

None 



16 15 

CLASSIFICATION 



14 13 

TV 



11 10 



10 II 



12 13 14 15 16 



22. PROSTHETIC DENTAL APPLIANCES 

Fixed bridge as Indicated 



SLENDER MEDIUM STOCKY OfitSE 

X 



LIGHT 

X 



EXCELLENT GOOD FAIR 

X 



64 3/4 



127 lbs. 



28 TEMPERATURE 



98.4 



29. GIRTH MEASUREMENTS (INCHES) 



3^ 



EXPIRATION 

32 



AT UMBILICUS 

26 l/g 



31. ARTERIES 



Normal 



Normal 



32. VARICOSE VEINS 



23. BLOOD PRESSURE 



None 



SYSTOLIC 

106 



DIASTOLIC 

82 . 



3S. PULSE RATE 



Full & Regular 



70 



IMMEDIATELY TWO MINUTES 

JERCISE AFTE^^XERCJSE 



AFU^CEf 



36. RESPIRATORY SYSTEM 

Normal 



37. CHEST X-RAY * 

7 September 1945 , Chest negative 



38. SKIN AND LYMPHATICS 

Healed rt rectus scar 



33. ENDOCRINE SYSTEM 

Normal 



40. BONES. JOINTS. MUSCLES 

Normal 



42. ABDOMINAL WALL AND VISCERA 



Normal 



Normal 



Normal 



44. ANUS AND RECTUM 

None 



45. GEN1TO-URINARY 

Normal 



46c PELVIC (WOMEN Of AY) ♦ 



47. NEUROLOGICAL • 



48. PSYCHIATRIC 



Normal 



Anxiety state, mild 



49. LABORATORY PROCEDURES 



KAHN* 

Negative 



WASSERMANN * 



50. URINALYSIS 



sp.cn 

1014 



Neg 



SUGAR 

Neg. 



MICROSCOPIC * 

Neg 



51. OTHER LABORATORY PROCEDURES 

Stool examination positive 
for occult Mood, 5 Sept 45 



WD AGO fotM m 

1 JAM 114} 0,3 



1 Toe wooen examinee* include menstrual history and date of last menstrual period. 

> When indicated. 

« ir examinee ii not recommended (or »ppo in uneat in R.'A. because of malocdnsioc, tend plaster models to 8. G. O. 

* Required (or candidates (or com mission or extended ecUre duty, and on terminal physical examination; othenrlee a 



EXHIBIT "K* 



ILLUSTRATION 12 



87 



TM 12-245 



1 OCT 45 



REPORT OF PHYSICAL EXAMINATION 
WD AGO FORM 63 (BACK) 



52. REMARKS ON ITEMS NOT SUFFICIENTLY PESCRIBED: 

Barium studies of upper Gas tro -late at Inal tract 9 September 19^5* shoved 
very slight deformity of the duodenum, with a tiny shallow crater In the upper 
portion, of the bulb. A second Gastric-Intestinal eerie a taken 1^- October 19^5 
shoved a slight deformity of the duodenum hut the ulcer had apparently healed. 
The officer vas seen a number of times by the phychiatrist vho made a diagnosis 
. of anxiety state, mild, resulting from vony and fear of further hemorrhages 
from his ulcer. 

1. Ulcer, chronic, recurrent, peptic of duodenum without obstruction, 
cause undetermined. 

2. Hemorrhage, mild, secondary to #L, 1 September 19^5, Clinton, Iowa, 
cured. 

3. Anxiety state, mild, secondary to #2, improved. 

1. Disabling, EFTS, not permanently aggravated by the service. 

2. Hot disabling. 

3. Hot disabling. 






MMMAKY 



55. CORRECTIVE MEASURES OR OTHER ACTION RECOMMENDED 

Separation from, service for physical disability 



5*. IS INDIVIDUAL PERMANENTLY INCAPACITATED FOR 


55. IF INCAPACITATED FOR GENERAL OR LIMITED SERVICE STATE REASON 

Bee diagnosis #1, Item 52 


CENTRAL. SERVICE? 


LIMITED SERVICE? 


YES 

I 


NO 


YES NO 

X 


56. 


APPOiNTMENT IS 




57. IF APPOINTMENT IS NOT RECOMMENDED. STATE REASON 


RECOMMENDED 


RECOMMEKOSO WITH 
MINOR DEFECTS 


NOT RECOMMENDED 


58. ACCORDING TO EXAMII 
A PENSION. DISABILITY 
TION OR RETIRED PAY 


4 EE'S STATEMENT IS 00 HE 
ALLOWANCE. OR OTHER CC 
FROM THE U. S. GOVERN ME 


DRAWING 

5MPENSA- 

:nt? 


YES 


NO 

X 


59. IF ANSWER TO 58 IS YES. STATE DISABILITY 


6a ACCORDING TO EXAMINEE'S STATEMENT HAS «HE EVER 
BEEN DISQUALIFIED FOR MILITARY SERVICE OR SEPARATED 
THEREFROM FOR PHYSICAL DISABILITY. OR BEEN REFUSED 
LIFE INSURANCE? 


YES 


NO 

X 


61. IF ANSWER TO 60 IS YES. STATE REASON 



26 Oct k3 



65. PLACE OF EXAMINATION 

Schick General Hospital 



Paul A. Be tans, MaJ 



66. TYPED NAME AND GRADE 

Robert C. Smith, Jr. Ma.j m.c. 



65. TYPED NAME AND GRADE 



L&- 






Id JNDOWEMLNT 


7a DATE- 


71. REMARKS 1 


72. FROM 


73. TO 


7A. ORGANIZATION AND ARM OR SERVICE 


75. GRADE 


76. SIGNATURE 
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REPORT OF PHYSICAL EXAMINATION 
(ADDITIONAL SHEET) 



28 October 19^5 



Additional Sneet # 1 

Continued Physical Examination, vfD AGO, Form #63 
Re: Doe, John M. ASF, 0-^6203, INF. 

No. 12, Medical History , continued 

Family History: Father, dead, age 55 > carcinoma of the stomach. Otherwise 

irrelevant . 

Previous Personal History: Usual childhood diseases. Appendectomy, Roosevelt 

Hospital, Chicago, 111., 1929* Tonsillectomy 1952. In 1955 > he first 
noted epigastric distress, a little nausea and vomiting between meals re- 
lieved by food and milk. A gastro-intestinal x-ray series showed a duo- 
denal ulcer and he was hospitalized at the Roosevelt Hospital, Chicago, 
111., where it was found he was having tarry stools. On medication and a 
dietary regime, he showed improvement in a few weeks. In 1957 > he had a 
recurrence of his symptoms, with tarry stools, which were controlled by 
diet. On physical examination for appointment in 19^5 > he claimed that 
on a modified diet he had been asymptomatic for five years. X-rays at 
the time of his exami n ation for appointment in 19 ^ 5 > were reported nega- 
tive for ulcer. He was appointed for limited service with a waiver for 
history of duodenal ulcer, and entered on active duty 10 March 19^5. 

History of Present Illness: This officer was allowed to go overseas in July 

~ 19 ^ 3 . While in England about April 19^, he had a mild recurrence of his 

stomach symptoms, but by watching his diet and taking alkalies for a few 
weeks, his symptoms disappeared. In November 19^*L he began to notice 
weight loss, and epigastric distress at night. He again watched his diet, 
on an ambulatory regime until 8 December 19^, when he had a hemorrhage 
and vomited blood. He was admitted to the lVth General Hospital and 
after a few weeks, appeared before a disposition board, found incapaci- 
tated for active service and returned to the Zone of Interior. On arriv- 
al In the United States, he was admitted to the Halloran General Hospital, 
where the diagnosis of duodenal ulcer was confirmed by x-ray. He ap- 
peared before a disposition board and because of being asymptomatic and 
his request to be allowed to remain on duty. In May 19^5 > he was returned 
to duty on a permanent limited service status within the continental 
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REPORT OF PHYSICAL EXAMINATION 
(ADDITIONAL SHEET - CONT’D) 



abdomen. 



Heart and lunge negative and there vae no rigidity or spasm of the 




Laboratory Examination: RBC 4,400,000; WBC 10,000; Hemoglobin 8 6*. Emesis 

strongly positive for occult blood. Feces also positive for occult 
blood, for a fev days after entering the hospital. Urinalysis negative. 
Barium studies of upper gastro-intestinal tract September 1945, showed 
very slight deformity of the duodenum, with a tiny shallow crater in the 
upper portion of the bulb. A second gastro-intestinal series on 14 Octo- 
ber 1945, showed a slight deformity of the duodenum but no evidence of 
any crater. A gastric analysis showed moderate hyperacidity. X-ray of 
chest negative. 

Consultation: This officer was seen by the psychiatrist on a number of occa- 

sions, a diagnosis was made of anxiety state, mild, manifested by tense- 
ness, worry, anxiety, undue concern over history of gastric hemorrhage, 
anorexia and insomnia. Internist made diagnosis of duodenal ulcer, 
chronic, recurrent, without obstruction. 

Progress In Hospital : On admission given symptomatic treatment. Later 

started on modified Sippy diet to which the patient responded very favor- 
ably. He had no vomiting after the first few days. Alkalies, belladonna, 
phenobarbital and diet gave relief, and by the end of the fifth week his ' 
epigastric distress had disappeared and he was again asymptomatic. From 
then on, he was ambulatory and gradually began to gain weight. 

Disposition Board m et at the Schick General Hospital, Clinton, Iowa, 1J Octo- 
ber 1945, and after a thorough examination of the officer and clinical 
records, laboratory findings and physical examination found the officer 
to have the following diagnoses: 



tion, cause undetermined. Improved. L0D No. EFTS. Not perma- 
. nently aggravated by military service. 

(2) Hemorrhage, mild, secondary to #1, 1 September 1945, Clinton, 
Iowa. Cured. L0D Yes. 

(5) Anxiety state, mild, secondary to #2, improved. L0D Yes. 

Incapacitated for any type of military service by reason of recur- 
rent active ulcer of the stomach, even when on permanent limited service, 
and inability to subsist on Army rations. 

This officer’s anoearance before an A-rmv Rftt.irinfr v»n 



(l) Ulcer, chronic, recurrent, peptic of duodenum without obstruc- 
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REPORT OF PHYSICAL EXAMINATION 
(ADDITIONAL SHEET - CONT’D) 




gastric hemorrhages. It is "believed this officer should "be separated 
frcan the military service "because of the recurrence of his symptoms vhile 
in the service. It Is expected that on a modified diet he may remain 
symptomless as he claimed he had for five years prior to entering the 
service in 19^3* His ulcer has not been permanently aggravated by the 
military service. This officer is incapacited for active service; the 
said incapacity is not the result of an incident of service; the cause of 
said incapacity Is: Ulcer, chronic, recurrent, peptic of duodenum with- 

out obstruction, cause undetermined; the cause of the incapacity is not 
an incident of service; the said Incapacity originated 1 September 19k$; 
and said incapacity is permanent. 



PAUL A. BETAUS, Major, MC 



ROBERT C. SMITH, Jr., Major, MC 
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b. The officer before the hoard will state whom he desires to introduce 
as counsel, or, except in cases of mental incompentency, that he does not de- 
sire counsel. The reporter and the interpreter, if any, will he sworn by 
either the president or the recorder. 

49* Forms of oaths for reporter and interpreter . 

a. Reporter: 

"You (naming him) do swear (or affirm.) that you will faithfully per- 
form the duties of reporter to this hoard. So help you God." 

h. Interpreter: 

"You (naming him) do swear (or affirm.) that you will truly interpret 
in the case now in hearing. So help you God." 

50 . Continuances . A retiring hoard may continue a hearing on its 

own motion, and may continue the hearing from time to time, either at the re- 
quest of the recorder, or at the request of the officer summoned before the 
hoard or his counsel, if the hoard deems a continuance necessary for any rea- 
son in order that a full and fair hearing may he had. Examples of appropriate 
reasons are: for further physical examination; to obtain reports, records and 

statements from other military or civilian agencies, or both, including physi- 
cians and hospitals. 

51. Challenges . a. After the recorder has read the order appoint- 
ing the hoard and has announced the name and rank of the members of the hoard 
who are present, any member of the hoard who is aware of any facts which he 
believes to he a ground for challenge against any member will state such 
facts. If it appears from any disclosure that a member is subject to chal- 
lenge for cause and the fact is not disputed such member will he excused 
forthwith. The statutory right to a full and fair hearing includes the right 
tc a hearing by an impartial hoard and therefore the right to challenge for 
cause stated to the hoard. The hoard will determine the relevancy and valid- 
ity of any challenge and will not receive a challenge to more than one member 
at a time. Grounds for challenge are set forth by the statement of any facts 
indicating that the officer should not sit as a member in the interest of 
having the hearing and the subsequent proceedings free from substantial doubt 
.as to legality, fairness and impartiality. 

b. A challenge may be withdrawn at any time. If a challenge is not 
withdrawn the board will give both sides an opportunity to introduce evidence, 
examine the challenged member under oath, and make an argument. During delib- 
eration and voting upon a challenge the board will be closed. The challenged 
member will not be present at the closed session. Upon the board being opened 
the president will announce whether or not the challenge had been sustained. 

c. The members of medical disposition boards form and express a definite 
opinion with respect to certain important matters of fact which are also con- 
sidered by retiring boards. Therefore, if such a member subsequently sits on 
a retiring board which considers the same case, he can be successfully 
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challenged for cause. For that reason those medical members of a retiring 
board who served as medical members of a disposition board which previously 
considered the same case should be excused in advance from participating as a 
member of the retiring board with respect to that case, unless no othe^medi- 

f if r /" 6 reasonably available, and mist, in any event, be removed if 
challenged for cause by either side. 



. 52 • Swearing' the retiring board. The members of a retiring boaid. 

S^oath 8 ^ 1 ^ 1 ? eT ! r7 ^ Ca ! 6 t0 dischar e e their duties honestly and impartially. 
The oath is administered to the members of the board, by the recorder. The 
following form of oath is sufficient: 



"You (naming the members) do swear that you will honestly and impar- 
tially discharge your duties as members of this board, in the matter now 
before you. So help you God." 



The president of the hoard administers 



53 . Shearing the recorder . 

"khe following oath to the recorder: 

, . kisi) do swear that you will, according to your best 

accurately and impartially record the proceedings of the board, 
and the .evidence to be. given in the case in hearing. So help you God." 

5^. Recorder. 

^ a ; /l th ® d ^ of the recorder to insure that adequate evidence is 
presented, to , the board, to enable it to make accurate findings. Sufficient ■ 
evidence should be introduced to indicate the basis of the diagnosis and the 

of . lin ? of dut ^ Confirmatory evidence sSch as labora- 

ry ihgs an opinions of consultants should be included when indicated. 

„ , in f u f® tliat adequate evidence is presented to the board the re- 

apSoprSS^of: followil ^ questions, as well as any others which may be 



(1) The officer appearing before the board: 

(a) State your name, rank, serial number and organization. 

(b) State the nature, duration and cause of any disability that you 
believe you have. 

(c) Do you believe that your disability was incurred in combat with 
an enemy of the United States or that it resulted from an explo- 
sion of an instrumentality of war in line of duty? 

(d) (If the officer answers "Yes" to the preceding question he 
should then be asked:) State the reasons for your conclusion. 

(e) (When appropriate) When did you enter on active duty as a com- 
missioned officer? 
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(f) At the time of your entry on active duty were you placed in the 
status of limited service? 

(g) Do you desire a copy of the proceedings of this hoard? 

(h) Do you desire to be relieved from active duty? (in the case of 

a Regular Army officer on the active list, this question will 
be: "Do you desire to be retired?") Give reasons for your, 

answer. 

( i) If the board finds that you are not qualified for general serv- 
ice do you desire to remain on active duty in a limited service 
status? 

( j) Have you examined the records in your case? 

(k) Do you desire to examine them again at this time? 

(2) The medical witnesses (With both witnesses present^ the testimony of 
one will be sufficient if joint examination was made and joint report 
filed and second witness is in full agreement with the testimony of 
the first witness and states under oath that he has no additional 
testimony to offer. ) ; 

(a) State your name, rank, qualifications and present assignment. 

(b) Did you personally make a physical examination of (name of offi- 
cer before the board)? 

(c) Read the report of your examination to the board. If it is a 
joint report, so state. 

(d) Is (name of officer before the board) incapacitated for active 
service? 

(e) (Ask this question if question (d) is answered "Yes") Is his 
incapacity for. active service permanent? 

(f) (When appropriate) On what date did (name of officer before the 
board) become permanently incapacitated for active service? 

(g) (in those cases in which the officer before the board is suffer- 
ing from one or more remediable defects which would be incapac- 
itating if not remedied and correction thereof has not been 
accomplished the witness will be asked to state the reasons why 
correction has not been accomplished.) 

(h) (When appropriate) State the cause or causes of (name of offi- 
cer before the board) ' s incapacity, that is, the disease, in- 
jury or infirmity giving rise to his incapacity. 
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(i) (When, appropriate} State, if you can, tlio date or dates of ori- 
gin of the diseases', injuries or infirmities -which produce his 
incapacity. 

( j) (When appropriate) Is the cause of the incapacity an incident 
of service? 

(k) (When the diseases, injuries or infirmities were not incurred 
in line of duty, the witness will he ashed: ) Has there been any 
permanent increase in (name of officer before the board) 1 s dis- 
ability since that date (or those dates) and. while he ban been 
on active duty? 

(l) (Ask this question if question (k) was answered "Yes".) Have 
such diseases, injuries or infirmities been permanently aggra- 
vated by active service or is such additional disability due to 
the mere natural progress of the diseases, injuries of infirmi- 
ties? State the reasons for your opinion. 

(mj (When appropriate) Is such incapacity the result of an incident 
of service? 

(n) Is (name of officer before the board) disqualified for permanent 
limited service? 

(o) (When the incapacity for general service is not permanent the 
witness will be asked:) Do you believe that (name of officer 
before the board) should be recommended for temporary limited 
service duty for a period not in excess of six months, to be 
reexamined and reevaluated at the expiration of that time? 

(p) Is further treatment, hospitalization or convalescence in this 
hospital, a specialized general hospital or any other medical 
facility indicated? 

(q) Was the incapacity of (name of officer before the board) in- 
curred in combat with an enemy of the United States or as the 
result of an explosion of an instrumentality of war in line of 
duty? If your answer is "Yes", state the reasons for your 
conclusion. 

(r) (in a case involving an officer of the Regular Army who has al- 
ready been retired for disability the witness will be asked.) 

Has (name of officer before th6 board) incurred an additional 
permanent defect or permanently aggravated a pre-existing dis- 
ease, injury or infirmity while serving on active duty since 
(date of recall to active duty after retirement for disability}® 

(s) (Ask this question if question (r) was answered "Yes":) When, 
was such additional disability incurred? 
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(t) (Ask this question if question (r) was answered "Yes":) Does 
such additional disability, alone and of itself, amount to 30 
per centum or more of (name of officer before the board) ' s 
aggregate existing permanent disability? 

(u) (Ask this question if question (r) was answered "Yes":) Was 
such additional disability incurred in line of duty? 

55. Maintenance of order . The president of a retiring board, sub- 
ject to its direction, maintains order and gives the directions necessary for 
the regular and proper conduct of the proceedings. An Army retiring board may 
punish as for contempt any person who uses any menacing words, signs or ges- 
tures in its presence, or who disturbs its proceedings by any riot or disorder. 
See Article of Far 32. 

56 . Procedure in general , a. The procedure of a retiring board 
will be assimilated as nearly as may be to the procedure before courts of 
inquiry. At tiie tegiiming of the hearing the officer concerned will he called 
to state under oath the nature and cause of any disability. The board, the 
recorder nnfl counsel may orally examine him at this time or later for the 
purpose of moVi-ng full discovery of all facts as to his condition. Neither 
upon such examination nor when testifying on his own behalf will he be re 
quired tt> answer any question the answer to which may tend to incriminate or 
to degrade him. 

b. Before testifying each witness, including the medical officers de- 
tailed as witnesses, will be sworn by either the recorder or the president. 

The form of oath will be as follows: 

"You (naming him) do swear (or affirm) that the evidence you shall 
give in the case now in hearing shall be the truth, the whole truth, and 
nothing but the truth. So help you God." 

c. The officer appearing before the board or his counsel may introduce 
testimony of witnesses, depositions, and other evidence, may cross-examine 
witnesses, including the medical officers detailed as witnesses, examined by. 
the board, and may testify in his own behalf if he so desires. When so testi 
fying, he may be cross-examined as any other witness. 

d. When the board is unable to determine whether a disease, injury or 
infirmity is permanent the officer concerned should be found not permanently 
incapacitated for active service. In such cases the board will recommend tem- 
porary limited service for a period not to exceed six months and make an appro- 
priate entry in Item 3 It- FD AGO Form 199. This entry will include a statement 
of such physical restrictions as may be indicated during the period of tempo- 
rary limited service, and a recommendation or reexamination and reevaluation 
at the end of such period. 

e. It is the duty of the members of the retiring board, especially the 
medical members, to insure that adequate medical testimony is introduced to 
show whether the individual is permanently physically incapacitated for active 
service by reason of physical or mental disability and whether the said 
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disability relates to a permanent inexorable disease, injury or infirmity which 
prevents the reasonable fulfilment of the purpose of the officer's employment 
both in peace and war* Clear distinction should be drawn between physical, and 
mental defects whicn do not preclude doing duty and those which render the 
officer permanently incapacitated for active service* 

f * If the medical members of the board have taken part in the physical 
examination of the officer concerned, examine him at the time of the hearing, 
or desire to express an opinion based upon their special knowledge, they shall 
express their views in open hearing and shall be subject to cross-examination 
as are other witnesses. Ordinarily evidence of the physical condition of the 
officer before the board will be furnished otherwise than by the medical mem- 
bers of the board. Wher§ the medical officer detailed as a witness is not a 
specialist with respect to the pertinent disease, injury, or infirmity, such a 
specialist should be called as a witness by the board, if available ( see par* 

^ 5 ) . ’ • 



g. Depositions taken under the circumstances stated in Article of War 

25, and when duly authenticated as required by that article and Article of War 

26, my he read in evidence. 

57. Oh, lections . Objections to any action taken or proposed to be 
taken by a retiring board, and to the admission of testimony, may be made, and 
when made will be recorded as a part of the proceedings. The boani will cause 
to be noted on the record its rulings on any objections that may be offered. 
Objections will be ruled upon by the president of the board subject to the 
objection of any member. If a member objects to the president's ruling, the 
board will be closed and the objection passed upon by the board in closed 
session. The ruling of the board will be announced in open session, -upon the 
re-opening of the board. 

58. Argument . The officer appearing before the board, or his coun- 
sel, or both, may make an oral argument to the board or file a written argu- 
ment, or may do both. 

59. Closed sessions , a. A retiring board will close during the de- 
liberation and voting upon the findings, interlocutory questions and chal* 
lenges. Whenever the closing or opening of the board is required the presi- 
dent will announce such closing or opening. When the board is closed all 
persons except the members of the hoard will withdraw to another room. 

b. When a retiring board makes findings at variance with the weight of 
the evidence (as for example, at variance with the undisputed medical testi- 
mony pertaining to medical matters, or the undisputed evidence concerning line 
of duty) presented at the hearing or the applicable presumptions or both, it 
is highly desirable that it indicate by a separate statement, which may be 
entered in Item 36, WD AGO Form 199, the reason for its action. This will be 
done so that the approving authority will be in a better position to act on 
the findings of the retiring board. 
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The officer appearing before "the board vaa dully sworn and ■beatified as 

follows : 

Questions by recorder: 

Q. State your name,’ rank, serial number and organization. 

A. Major John M. Doe, 0-^56203, INF-AUB . 

Q. State the nature, duration and cause of any disability that you believe 
you have. 

A. In 1935 my doctor told me I had a duodenal ulcer. At that time I had 
some pain in the stomach, felt sick and vomited a little. X-rays were 
taken «.nrt showed a duodenal ulcer. I went on a diet, and then went to 
the hospital where more X-rays were taken, which also showed an ulcer. 

A few days after I went into the hospital, the pain, sickness and vomiting 
stopped, but I remained there a few weeks until I felt completely well. 

‘I had a little trouble in 1937, but nothing serious. Before I entered on 
active duty on 10 March 19^3 the Army took X-rays which showed no ulcer. 
In July. 1945, I was sent overseas to England, and felt well Until about 
April 19^-, when I had a little more trouble but in a few weeks I was 
well again. I felt well until late in November 19^> when the trouble 
started again. In December, I 9 M 4 -, I had my first hemorrhage in the Army . 
I vomited blood and had tarry stools and was hospitalized. In the hospi- 
tal I responded to treatment, appeared before a board and returned to 
permanent limited service. I again returned to duty in May, 19^5 an(i 
continued until 1 September 19^5, when my symptoms became more severe. 

At that tine I vomited blood, and was hospitalized on 1 September 19^5, 
and have remained in the hospital since. 

Q. Do you believe that your disability was incurred in combat with an enemy 
of the United States or that it resulted from an explosion of an in- 
strumental it y of war in line of duty? 

A. No, Sir. 

Q. When did you enter on active duty as a commissioned officer? 

A. 10 March 19*3- 

Q,. At the time of your entry on active duly were you placed in the status of 
limited service? 

A. Yes, Sir. 

Q, Do you desire a copy of the proceedings of this board? 

A. Yes, Sir. 
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TESTIMONY (CONT’D) 




q. Do you desire to "be relieved from active duty? Give reasons for your 
answer. 

A. No, Sir. I volunteered my services at the "beginning of the emergency and 
would like to remain on active duty for the duration. 

Q. If the "board finds that you are not qualified for general service do you 
desire to remain on active duty in a limited service status? 

A. Yes, Sir. 

Q. Have you examined the records in your case? 

A. Yes, Sir, I have. 

Q. Do you desire to examine them again at this time? 

A. No, Sir. 

The Recorder then submitted the records in the case to the "board for its 
consideration. 



Question by the Recorder: 

Q« State your name, rank, qualifications and present assignment. 

A. Paul A. Be tans , Major, Medical Corps. Harvard University 1955; two years 
internship in medicine, one year residency in internal, medicine at 
Massachusetts General Hospital, practiced specialty of internal medicine 
for five years prior to entering the service. Hold certificate from The 
American Board of Internal Medicine; a fellow of The American College of 
Physicians, present assignment is Section Chief, Medical Service at the. 
Schick General Hospital. 

Q. Did you personally make a physical examination of Major John M. Doe? 

A. ‘ Yes, Sir. 

Q. Read. th£ report of your examination to the board. If it is a joint re- 
port, so state. 

A. This is a joint report. (Witness read Exhibit K to the board.) 

Q. Is Major Doe incapacitated for active service? 

A. Yes, Sir. 

Q. Is his incapacity for active service permanent? 



Major Paul A. Be tans", 0-546lf79; MC, was duly sworn and testified as 



follows : 
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A, 

Q. 

A. 

Q. 

A. 

Q. 



Q. 

A. 



Yes, Sir. 

On what date did Major Doe "become permanently incapacitated for active 
service? 

1 September 19^5- 

State the cause or causes of Major Doe's incapacity, that is, the 
disease, injury or infirmity giving rise to Ms incapacity. 

Ulcer, chronic, recurrent, peptic of duodenum, vithout obstruction. 

It is noted this officer has two other diagnoses, namely: Anxiety state, 

mild, and hemorrhage, mild. Are these incapacitating defects? 

Anxiety state and similar disorders when present only in a mild degree 
are not considered incapacitating for general military service. The mild 
hemorrhage which this officer had no \onger exists and, therefore, is not 
considered Incapacitating for active service. 

State, if you can, the date, of origin of the disease vhich causes his 
incapacity. 

The date of origin is unknown. It existed prior to entrance on active 
duty, 10 March 19^3* He gives a history going back to 1935; when the 
duodenal ulcer was first diagnosed, and confirmed by X-ray. The ulcer 
was first manifested in the military service on or about 8 December 1944, 
at which time he had a gastric hemorrhage. 

Is the cause of the incapacity an incident of service? 

No, Sir. 

Has there been any permanent increase in Major Doe’s disability since 
1935> and- while he has been on active duty? 

No, this officer has merely had recurrent temporary aggravations of his 
ulcer since entering on active duty, March 1943, due to his inability to 
subsist on Army rations. He has no obstruction, no perforation, and la 
now asymptomatic. 

Is such incapacity the result of an incident of service? 



It is not the result of an incident of service, since his ulcer existed 
prior to entrance in the service In March 1943, and has not been perm- 
nently aggravated by the military service. 

Is Major Doe disqualified for permanent limited military service? 
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symptomatic on several occasions while on permanent limited service, and 
he has demonstrated his Inability to subsist on Army rations. 


Q. 


Do you think Major Doe's ulcer is the same one he had in 1935? 


A. 


I expect so. An individual with an ulcer diathesis is prone to have 
exacerbations and remissions. I would assume it is the same ulcer he had 
previously. 


Q. 


Is further treatment, hospitalization or convalescence in this hospital, 
a specialized general hospital or any other medical facility indicated? 


A. 


No, Sir. 


Q. 


Was the incapacity of Major Doe incurred in combat with an enemy of the 
United States or as the result of an explosion of an instrumentality of 
war in line of duty? If your answer is "Yes", state the reasons for your 
conclusion. 


A. 


No, Sir. 


Q. 


Ifejor Doe, do you or your counsel, Major Brown, desire to cross-examine 
this witness? 




Major Doe: 


A. 


Yes, Sir. 




Cross-examination by officer's counsel: 


Q. 


Even though this officer's ulcer is now asymptomatic, he has had several 
exacerbations and has required hospitalization for a considerable period 
of time since he entered the service. In a case where there has been no 
perforation or obstruction since entering on active duty, Just what type 
of symptoms, degree of severity, or duration of exacerbation of such an 
ulcer, must an officer have in order for it to be considered that the 
ulcer has been permanently aggravated by military service? 


A. 


That can best be answered by stating that, if after a prolonged period of 
hospitalization, medication and dietary regime the symptoms and X-ray 
evidence of active ulcer do not improve or disappear, the ulcer will be 
considered to have been permanently aggravated by the military service. 


Q. 


Is hemorrhage of such an ulcer ever considered as evidence of permanent 
aggravation? 


A. 


No, Sir. When the bleeding stops and the ulcer heals, the hemorrhage 
would be considered cured, and the ulcer would probably return to a state 
of remission. 
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Q. Hov do you account for the fact that the X-raya of hie stomach .at the 
time of entrance Into the service In March 19^3 were reported negative? 

A. It is a well known fact that in the test clinics of this country only 
about 60$ of the ulcers are confirmed by X-ray. 



gastric region in 1935 > which came on "between meals and was relieved by 
eating or taking milk. A gastro- intestinal series was done which showed 
a duodenal ulcer. He was placed in a hospital, where he was found to he 
having tarry stools. After a few weeks on a dietary regime and medica- 
tion he improved. 

Q. But he had a period of several years during which he was asymptomatic, 
and then at the time he entered on extended active duty he was still 
asymptomatic, and X-rays showed no evidence of duodenal pathology? 

A. That is correct, yes Sir. 

Q. Then he remained on active duty for a while "before he broke down and 
again became asymptomatic and eventually showed organic pathology. 

A. Yes, Sir. He had symptoms and X-ray evidence of duodenal ulcer in 1935. 
"When he was examined for active duty in March 19^3 > he was asymptomatic 
and X-rays of the stom a ch were negative. It is a known fact that only 
about 60$ of these ulcers are confirmed by X-ray. Fluoroscopy will dem- 
onstrate a larger percentage. He came on active duty 10 March 19^5, and 
around April of 1944, he had a mild recurrence of symptoms of duodenal 
ulcer, which was treated on an' ambulatory regime. In December 1944, the 
symptoms became more severe, and now hie ulcer is in remission and 
asymptomatic . 

Officer’s counsel: I have no further questions. 

Questions by the Recorder: 

Q. Does any member of the board desire to question this witness? 

A. (No questions by the board) 

(Witness was excused) 

Major Robert C. Smith, Jr., 0-480568, MC, was duly sworn and testified 

as follows: 

Q. State your name, rank, qualifications and present assignment. 



duty? 

A. On the basis of his history. He gives a history of pain in the epl- 



Q. On what basis do you conclude this condition existed prior to active 
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A. Robert C. Smith, Jr., Major, Medical Corps. Cornell 1921; 18 months 
rotating internship Boosevelt Hospital, New York; 2 years residency in 
the New York Hospital; 7 years of practice limited to surgery, prior to. 
entering the service; Certificate from American Board of Surgery; member 
of American College of Surgeons; present assignment. Section Chief, 
Surgical Service of the Schick General Hospital. 

Q. Are you in full agreement with the testimony of Major Be tans? 

A. Yes, Sir. 

Q. Do you have any additional' testimony to offer? 

A. Ho, Sir. 

Q. Major Doe, do you or your counsel, Major Brown, desire to cross-examine 
the witness? 

Major Doe: 

A. No, Sir. 

Q. Does any member of the board desire to question this witness? 

A. (No questions 1 y the board) 

(Witness was excused.) 

The Eecorder stated that he had no further evidence to introduce. 

Pres ident : 

Q. Major Doe, do you desire to testify on your own behalf, to call vit- 
nesses, to offer dispositions or other evidence, or to present oral or 
written argument on any point involved in this hearing? 

Officer's counsel: 

A. We offer in evidence a true copy of a letter from Dr. John A. Brown, and 
a letter from Captain J. E. Tate, Medical Corps. Major Doe would also 
like to testify. 

(The mentioned letters were read to the board and are attached hereto as 
Exhibits M and N, respectively. ) 

Major Doe took the stand and was reminded that he was under oath. 

He stated: 



V 
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Before I came into the service , I was in excellent health, and since 
being in the service there has been an increase in the severity and 
frequency of these attackB complicated by hemorrhage on tvo occasions. 

I have lost souse veight and do not feel as strong as I did prior to en- 
trance into the service, even though I do not have any symptoms at the 
present time. 

President: Does any member desire any witness recalled for additional 

testimony? 

(No Response) 

President: The board will be closed. 

When the board reopened its findings were announced and the officer was 
informed that final action on his case would be taken by the War De- 
partment, and that he would be notified of such action by the Adjutant 
General: 

Major Doe was advised in writing of his right to file application 
for pension. 

The board then at 1140 o’clock proceeded to other business. 




JULES. M. MICHAEL 
Captain, Medical Corps 
Recorder, Army Retiring Board 



1 November 19^5 
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ENTRANCE REPORT OF PHYSICAL EXAMINATION 

(FRONT) 



REPORT OF PHYSICAL EXAMINATION 

(See AS 40-100 end 40-105) 



u nodi m t T~- Regular Anar. NotwJ 



JQdjc 






In fantry 



3. Nature of examination 1 

4. Typhoid vaccination. No. series completed 

5. Date of last smallpox vaccination 1?.1.7... 



Age~ 






Years of service— 



Axnoolntm ent 



Component of Army *— 

Last series 

Type of reaction . 



AUS 



, 19—30- 



6. Other vaccination or immunity tests — N-QIie — — - TavrT 

7. Medical history * Us ua l childh ood d iseases; appende ctomy 1939l . .t^s^l^toigr 19^^ 

D^pdenal u lcer, confi rmed b y x-ray 1935. Terr y sto ols in 1935 and 19 ^ 
nnnft sinc e. Moat re c ent x-rax_,ne^-^ onle s *_foT_5 _ 






8. Eyes _ 



iiarmal- 



Distant vision: Right 20/J2Q— 
(Snellen type) Left 20/J2Q- 
Near vision: Right J# — 1— 

Gaeger type) Left J#_ 



Refraction 4 (under cydoplegic): Rig^t 
nd green) 
Norm al 



. correctible to 20 /_ 
. correctable to 20/ — 
. correctible to J#_ 
. correctible to J#_ 



-by 4 - 

-by 4 _ 

_by 4 _ 

-by 4 - 



Left. 



Color perception (red and green) *_ 

v — 1 — T_. 



..normal. 



9. Ears 

Hearing- (low conversational voice): Right 3P/20. Left 20 /20- Audiometer (percent loss): Right Left 

10. Nose and throat Nor ma l 

11. Teeth: 7 Right (Examinee's) Left 



8 7 C6 J $ 3 2 1 
16 15 14 ii 12 11 10 9 



1 2 3 * 5 6 7 8 
9 10 II 12 13 14 15 16 



Indicate: Re»tor*Ue cinow teeth by O; Doortstormble carious teeth 
by /; m i ning Mtunl iccth by X- 



Remarks, including other defects . 



NQXLfL. 



Prosthetic dental appliances 
12. Posture £55.4 



_£l3£fed_lUlidse* 



7&r 



Classification . 



iV 



Figure . 



me dium 



a ervi cable 



Frame _ 






cTT.-n— » jood. hb' U 4 © Oeair. >tocior. eU) O^C mm&m. Wvy) 

13. Temperature 9S . 6 Height ^4_3/dkhes. Weight *140_ pounds. Chest: Rest .34 inches; inspiration J35 inches; 

expiration inches. Abdomen _50, — inches. 

14. Cardiovascular system: Heart-. Kamal -- 

Blood pressure: S. 115 D Pulse: Rate-Sitting 73. Immediately after exercise 



Two minutes after exercise 
Arteries HQjnaal 



J?2- 



Character _ 



Regular 



Varicose veins _ 



15. Respiratory system — 

16. X-ray of chest *_ 



normal.. 






17. Skin and lymphatics ?lrm arnendect omy ..tear, 

18. Bones, joints, and muscles • UflXBftl — 



Endocrine system _ 



-JIQxbsJL 



o ffice cf m suMP gr 



Feet _ 



normal 



19. Abdominal viscera 

20. Hemia nona.. 



Hemorrhoids . 



FEB t^t343~ 



a. retirement- aftauU. octrrt isj. «5>Ja»L 

' Re^ukr Krarr. Nwionol Cuord; Ofiocm' R»»n Corp.; R. 

* IF BaaocJ pFrrmc&l rtuninotiow. record cr.'ly he p*M por. 

‘ If lamMl pkrlvi — CM tioo. record oafar »ad oca. 

1 WVca BoaM. 

* Not required Ur usuil pfiy»ic«! c ummt tjoo. 

» g rrjectod fo r ip RtyiWr Anoqr bo cii— d m*. 



. Mad plMtw mode, to tl 



PHYSICALLY DISQUALIFIED 

r-ri'Wf'T. Vr AlVfta t'Oir LiaiiJ.*-— ' 



j 
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(BACK) 



21. Geruto-urinary system 

22. Nervous system normal. 



normal 



23. Laboratory procedure*: Kahn 1 . 

Urinalysis: Sp.gr. .1P.L9 



negat.lY.e__. 



Wassermann l . 



Albumin. 






Sugar ...nagativfl- 



Mkxoscopkal (if indicated) 1 D££&£iYQ — 

Other laboratory procedures XlQDfi — 



24. Remarks oa defects not sufficiently described 

Histary_of < 

■JSb-jBymptcms sinna. 



r .1957-« — See~a.ttachad.-let 

T=j^.-aerlea-takan^abrnary-^ 



-- - - — 19-4^- nagn-tlTR .for nl car- 






25. Corrective measures, or other action recommended _ 



Rftcoirmfmfl the aorertfi P™ ? '? r<r ' nft .-ttl th _ e .JMaiver--i or-tha- 



26. Is the mdrvidual permanently incapacitated for active service? 

If yes, specify defect __£e*L_#2*L_ 



27. If applicant for appointment: Does be meet physical requirements? J_B£L_ Do you recommend acceptance with minor physica. 

defects? . T 9 .?.. . If re jectionis recommended, specify cause Sg3 ..j £ 25 — 

28. Examinee states be is riot drawing a pension, disability allowance, or compensation or retired pay from the U.S. Government 



If yes, state disability 




i A ' 


U.S . Army General Dispensary t 







20 Uorth Wacker Drive 
. Jghl sago , Illinois , 



( CX>% CJtcLy^ZA^T 

Tsithfvr A _ AcnevV Captai 



Luther A. Agnev ? Captain, Medica l Corps Corp,. 

9W*xl«n4t} 



1 February 






(Not ka4 



Mgflfjg&LJporps 



Corps. 



1st Ind.* 



Headquarters 


• acelCLOF 




Remarks and recommendations —Vi 


W^- 









,19 To The Adjutant General SEBYlC 






1 h* tuikd tor a 



g fee »C»T» •rrx*. *X« wWW .ctisc br ffano, bc*?d » t t Wi m W 
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ENTRANCE REPORT OF PHYSICAL EXAMINATION, 
WAIVER LETTER 



Camden, Illinois, has been under my care and observation since April 
1935* At this time the clinical picture and x-rays taken by Dr. 

I. M. Goodfellow of Camden, Illinois, established a diagnosis of duodenal 
ulcer. This was confirmed by Dr. James Felter, Professor of Gastro- 
enterology University of Chicago, and he was placed on an ambulatory 
regime. As he did not respond, he was hospitalized by me in April 
1933* There was a recurrence of symptoms in January 1937, but to a 
milder degree.. Since then he has been relatively symptom-free 
on modified diet. 



Dear Sirs: 



General Dispensary, U. S . Army 
Civic Opera Building 
20 North Wacker Drive 
Chicago, Illinois 



EE: Mr. John M. Doe 



32 Vest Street 
Camden, Illinois 



19 January 19^3 




This is to certify that Mr. John M. Doe of 32 West Street 



Very sincerely yours. 




John A. Brown, M.D 
Camden, Illinois 




John M. Doe. 
Major, Inf. 



EXHIBIT ”M" 
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PROCEEDINGS OF ARMY RETIRING BOARD FOR OFFICERS 
WD AGO FORM 199 (PAGE 1) 



PROCEEDINGS OF ARMY RETIRING BOARD FOR OFFICERS 



_LA*. <0 S- 3!>P ) (ATPLICAtlt TO AM 



I* COIFEIED AT fSt.t. 



ploco of tooting) 



Schick General Hospital, Clinton, Iowa. 



2. SATE Of MEET 100 



1 Not 45 



THK ARKT KCTIRIST. BOARD OK S't'HKK ■ COUPS KKTIHISC BOARD JffTT PUR8UAAT TO THE ORDERS ATTACHED A8 EXHIBIT A 



2. TIME OF NECTI00 



1100 



*. «*A0C, SAME, ARKT SERIAL RUKDER, ADO ARK Of SERVICE, Of REUSE I X AIO RECORDER PRESEIT. (Iriicoto *ocor*or) 

Colonel Edward E. Roan, 0-495835, MC 
Lt. Colonel William J. Browne, 0-6488, INF 
Lt. Colonel Donald J. Jordan, 0-834826, MC 
Lt. Colonel Elson A. Briggs,. 0-287119, MC 
Major James J. MaGinte, 0-283666, QMC 
Major Lawrence L. Flynt, 0-222025, CE 
Captain August Stevens, 0-190580, QMC 

Recorder - Captain Jules M. Michael, 0-498954, MC 



F * 0F£ * LT COAST I TMTEO QUOR?H, WIDER THE FROVISiOKS OF AH 008-250, 01 AH AO- 20, Ml PRESEIT (Stoto Too or no). Yes 



* ?*!?!* attacked as E3WIBIT 6 aid letter of rotificatioi. EXHIBIT C, tke office* rrpse cafacitt is icim iipitci 

r r-J i ! l£ T>E " 5 * , ° ®* D ‘° *° T " f£U ,£F0 * E T,£ »«*»• or OH Wot Atpoor) ADOea rpfl 

6 *® AFF£At * > 7ATC A* 8 eCTEtOF I« TKE ATTACKED RECORD TKE FACTS TRAT MILL. VISES AR «Ol?rto, AVTROI I ZE T*£ 
•OARO TO FROCEED II TKE AISEICE Of TIE OFFICER, AID 0*1 T TKE IIAFFLI CASLE FROVISIOKS OF UCCEEOIM ITEM MIC* ARE 1ASES OR 
TIE FRE3ERCE OF TRE OFFICER. 



y. LAST RAKE - FIRST I ARE - Ml DOLE IIITIAL 



Doe, John M. 0-456203 

II. Kaiiiho address for receift of cokkuricatiori frok trc AOJRTART AEllRAL 



I. ARKT SERIAL IWMIER 



Major 



10. ARK OR SERVICE 



Infantr; 



try 

TIT* 



TTTrrmrrr 



7900. South United Avenue, Chicago, Illinois 1 Jan 1900 

TKE OFFICER SEFORE Tit I0AR9 STATED K£ ft 1 0 ROT DTTUt CO 111 Hi. II ihTIWC H Al tMHIl: lit o ti Homo oJ }ppoio toJ ioooHl' 

EXHISIT D.; Capt. Howard R. Brown, 0-223,456, MAC, the appointed 



counsel, was introduced as counsel 



IV. TRE ORDER COIVERIHO TKE IOARO VAX TIER REAO AID TRE OFFICE* »£FO*E TIE OOARO VAS AIRED IF RC RAO ART OWECTIOR TO OFFER TO 
ART NEKIEI FRESERT TO RN1CR RE REfllCO I* TRE "NCOATIVC*, *1 'AFFIRMATIVE*. IF TRE OFFICER OEFIRC TIE ROARS CRALLARREO ART 
NEHICI FOR CAUSE, RECORD TESTIKORT AID OOARO'S RUIRI OR ATTACIER SREETS FRlSBAlT TO ISITRtfCTIORS (Pofo 1) All STATE RERI 
*t£E RECORD*. (Trpo nojotlTQ or if ho ro>Hoo in AffltootiTO. tjpo Zoo Kooori). 



Negative 



t%. TRE KEKIERS OF TKE IOARD, TRE RECORDER, TRC RCRORTCI, AID TIE IRTERFRETEI (It thoro to omo) VERC TIER DOLT 1HH. TRE OFFICER 
OEFORE TRE OOARO VAS DtfLT SVORK, AID HADE TRE FQUOVIRO STATEKERT OR TESTIFIES AS SROM IH TIE ATTACRED IECSRI. 



I«. TRE RCCOROCR TRER SWIMITTEO ALL RECORDS RCFCRRCS TO TRf HARO FROK TRE AOJOTAIT ttlftAU TRL ttCSRAJ VJIE T#C» REAS »t TRC 
•CAAO ARS arc attacreo as EXHIBITS. (WO AOO fork Oil.. EWI8IT E.> f to AOO rota ta . BWIBIT F.j‘ 



IT. TKE RECORDER TIER SURKITTEA A COFT OF TRE KEOICAL DlSHSltlQI HARD FROCEfDlHI, HICB IS ATTACRES AS EXHIBIT 6 



*■■■ - ^ a m'wwvw'.twm wwmw.w rivyuRiivo, «WIV« JMiJHvWtP ft 

'AKT TO QRDPCT ATTAC HED K» EXHIBIT H APPOEHTIRO TKOt AS VO I CAL VtTFmgKg TR» POLLOTT Iiq OFTICPRS 
' R. LAST RARE - FIRST RAKE - KISOLE IIITIAL * 



FIRST MED 1C At 
IF I TV ESS 



BetanB, Paul A, 



I. ARKT SERIAL RSHSCI 



0-346479 



Ma j c 



I.KCSICAl C00F9 



MC 



SCCWO KEOICAL 
VI TRESS 



A. LAST RAKE - FIRST HAKE - KIDDLE IIITIAL 

Smith, Jr. Robert C. 



I. ARKT SERIAL RVKSIR 



0-480568 



Majc 



I.KENCAL eSRFS 



MC 



RAVIRO FSEHSOSIT EXAMIRED TRE OFFICER VRO IS 101 ICFOtC TRE MARS, TRC AMU ME SI CAL' VI TRESSES FILES KITS TIE MARS TSEI* 
RRITTCR REPORTS RECOtOili TIE REMITS OF TRE EXAMII ATIOR OF Tit OFFICE* CSRCCRREI MICR ARC AFf ERICS ICRETS AS BHIBITS 
I AKQ J COFttS F F VI ICR ROE >EER FRRRI SKES TRC SFFICIR SEFORE TIC SPAM. (If o Joiot otHtom r .port lo proporoi Imho l BWItlT Kj. 



11 TESTmES AS , FOU#*J. ,,C,,eH B,Tl£,M * * MW WK MtT WM *■* ISCRTIFUS Tltft MITTCV IfFStTfS; OF EXAM I RATI OR 



HikIrvj 
I MAT IRtl ITT 



FRET IOWS EDITIOM OF TRIS FORM ARC SRSOIETE 
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PROCEEDINGS OF ARMY RETIRING BOARD FOR OFFICERS 
WD AGO FORM 199 (PAGE 3) 



Til BOARD WAS TRKB CLOSED T OK DELIBKRATIOB AID MAVIBO MATURELY CQNSIPKRKU THE TASK KIND* THAT: 



JJ. STATE ttASE AM BAKE BF OFFICE! BEFORE Tit BOAtO ABO WBETBtA »£ It OR 1* ROT F£ AKABEIUtTbC AF AC I TATEO FOR ACTITE JUTICE. 

Major John M. Doe is permanently incapacitated for active service. 



T*: IF Tic •FFICII It FEANABElUT 1 1C if AC ITATEB F9« WTITE SEATICE STATE TBE CAUSE OF *0C* IICAFACITT. (€•*•• »».«*• 

me Infirmity), (Stmt* / me # ymc 1 1 s t I *g dm fm elm mmly. If tkmrm Jm m* rm thmn «m dmfmct indies tm dmfrnets by number pr*fi*)» 

Ulcer, chronic, recurrent, peptic, of duodenum, without obstruction, cause 
undetermined. 



TTfC Y£J 0* BO TO I TEW 27 THROUGH 2# 



AffBBZIHATC BATE IF OlltIB •« 
IBCIFTIOB BF (ACB ibcapacitatim 
BEFECT LltTEB BBBEI ITEM t% 



1935 



BATE BFFICCI BECAME IBCAfACI- 
TATEB FOB ACTITE BEITICE 
(imi mi *irn 



1 Sept 1945 



ITT 

It CAOIE <»/*••••. 
Imjmrr »r Imftrmlty) 

• F tUCM -I BC ABAC ITT 
Al IICIDEBT OFtEATICET 



No 



IT 

■ AS TBE CABSE (It— 34) 
OF TBE IBCAfACITT 
BECB FEBMABEBUT 

aoaaayateo bt military 
SERVICE 



No 



19. IS S A 1 0 IBCA- 
FACITT FOI 
ACTITE SERVICE 
TIC RESULT 0 F A I 
IBCIOEBT OF 
SEAT I C CT 



No 



TEl BOARD WAS TBS* OPSXWD AID TBS ntMIDCrT AXMOCKCXD TBE riXDIKCS TO TXT 05TICE* RETOKf THE ROARD- 

A corr or TEX ettiriwo boars proobcdursi nu k rurmibeed tee ofticer befo re tee board (Q*«s covksu. i v ?o* R>:ongsT. 



TW Utica WAS THE* ADWISXD or BIS 
RIGHT TO BILK APPLICATION FOR PENSION 



II. ICBC AS* BATE BOAtS AB JOB HE B 



1140 hrs. 1 Nov 45 



' Sli SltBATlIE OF tECOABCK 




let (Trr*) 

Jules M. Michael 
Captain, MC 



IN. tCCBDREBBATIBBS FSB TTFC BF SECTICE, IF AB Vl 

Unfit for any type of military service. 






IM(, ClABt AID A A* OiSctVICt (Tyw) 

Edward E. Roan 
Colonel, _VC 

IS. *11 off' ICE A 1 s disa'iiutt IICUAAEO IB COM- 
SAT WITI AB EBEMT OF TBE B. S. OA 010 IT 
kESULT FROM AB IBSTRUMBTILI TT OF WAA II 
UBE OF BOUT fr#» .r *•) 



SB. LEAVE B LAIC FBI IBB 
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PROCEEDINGS OF ARMY RETIRING BOARD FOR 
OFFICERS- MINORITY REPORT 
WD AGO FORM 199 (PAGE 4) 



MINORITY REPORT 






IN RE-MOCEEOIN6S Of AN aRXT RETIRING WARD RELATIVE TO THE CASE OF 


THE FOLLOWING OfFICER 


1. LAST SAME - FIRST RAME - MIDDLE INITIAL 


2. ARMT SERIAL RUMICR 


9. CRAOC 


'* Arm or 
Service 


Doe, John M. 


0-456203 


Major 


.INF 



S. I 0C3t5fXXT»E til DE CS 1 6* ED MCMAEtf S) Of SAID I0AR0, DISSERT FROM IDE FIRDIRfiS AR» ICCISIOR OF TRE I0ARD IR IRC ADOVE ERTlTfED 
l»?Clir IR TPE FOUORIRS PART I CD LARS: 

In view of the increased severity and frequency of attacks, and a hemorrhage 
on two occasions, believe this officer’s ulcer has been permanently aggravated 
by the service. 



«. TRE OROEtSI (RED, HAVIRfi CARCFRLLT CORSIDEIED TRE CASE, FIRD TRAT TRE OffICEl IEFOIE TRE MAtl IS 01 IS ROT IRCAPAC ITATEO FOR 
ACTIVE SERVICE. (Stsf “/.* .r */. P.f i t.t.d. ) TRE CAOSE OF SICR IDCAPACITT IS (St.f i*c*r~elftl.l 

d*r*ct* •«//•. If tt—rr iw -nr» tKmm rfr f+ct Imdicaf */«(• pft!*.) 

Is incapacitated. 

Ulcer, chronic, recurrent, peptic, of duodenum, without obstruction, cause 
undetermined. 



TYPE YES OR DO TO ITEMS * THR0U6N II 

— rr : 



APPROXIMATE DATE OF 0R1CIR OR 
ISCEPT I0H OF EACR IRCAPAC ITATIRS 
DEFECT LISTED ORDER ITEM 2* 



DATE OFFICER RECAME IRCAPACI- 
TATEO FOR ACTIVE SERVICE 

(UTTtt RAT f ) 



IS CARSE 

Jmjmrj *r Im(lrmltr) 

OF SRCR IRCAPACITT 
AI IICIDERT OF SEIVICO 



T T. 

RAS TRE CAOSE (Itr- t) 
OF TRE IRCAPACITT 
DEER PERMAR EITLT 
A04RAVATED IT MILITART 
SERVICE 



I. IS SAID IRCA- 
PACITT FOR 
ACTIVE SERVICE 
THE RE SO IT OF AI 
IICIDERT OF 
SERVICE? 



1935 



1 Sept 1945 



No 



Yes 



Yes 



i*~ SISIATORE OF Ml 




IR. S I OR ATORE OF NEMIEI 



IS. SIRRATIRE OF MEDICI 



■4a»«c. craoe. am m service #rr*)/J 

Lawrence L. Flynt 
Major, CE 



IK. CRAM. ARM M SERVICE <T*P”) 



■ AME, CRAOC. AM OR SERVICE (TTw) 
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THE BOARD WAS THEN CLOSED FOR DELIBERATION AND HAVING MATURELY CON SIDERED THE CASK KINDS THAI 

21. STATE Sim ARO RAME OF OFFICER BEFORE TRE I0AR0 ARO HHETHER HE It OR IS HOT PERHAREHTLY I HC APAC I TATED FOR 
ACTIVE SERVICE. 



n 

23 . (l) The incapacity for active service must he permanent. 

An incapacity for active service is permanent if its removal within a reason- 
able time is highly improbable. However, if a disease, injury or infirmity is 
curable within even a considerable time the incapacity for active service 
which results therefrom is not permanent. Whether a disease, injury or infir- 
mity is curable or incurable is a question of fact which must be decided by a 
retiring board on the basis of the medical evidence produced at the hearing. 
Ordinarily officers will not appear before a retiring board until they have 
received adequate medical treatment, thus medical witnesses may be expected to 
express the opinion in many cases that a disease, injury or infirmity which 
has not been cured by the time of the hearing and will not be cured within ap- 
proximately a year, is incurable within a reasonable time. 

( 2 ) Subject to the exceptions stated in ( 3 ), (4), and ( 5 ) below, 
an officer is permanently incapacitated for active service when he becomes 
permanently physically or mentally incapacitated for the performance of full 
military duty, field as well as garrison, in both peace and war. The Tact that 
an officer may be capable of performing limited military service with the sup- 
ply arms and services does not prevent a finding that he is incapacitated for 
active service . With respect to such an officer active service means general 
service.. In considering such a case retiring boards will give due regard to 
the provisions of Army Regulations 40-100 and 40-105 which set forth the phys- 
ical standards for the commission and appointment of commissioned officers, 
warrant officers and flight officers for general military service. However, 
the mentioned regulations will not^be as strictly interpreted as for appoint- 
ment or entrance on active duty, (•thus officers may be found capable of per- 
forming active (general) service even though they have diseases, injuries or • 
infirmities which would disqualify them for original appointment, provided 
such diseases, injuries or infirmities are of such a nature and degree as not 
to affect adversely the performance of active (general) service' (including 
oversea duty) considering the individual’s age, grade, branch and military 
occupational speciality. Appropriate consideration will also be given to a 
record of satisfactory performance of general service over a reasonable period 
of time . j 

(3) An officer placed in the administrative status of permanent 
limited service when he entered on active duty, is permanently incapacitated 
for active service if he thereafter sustains a permanent disability as the 
result of a new disease, injury or infirmity of such a degree as would be of 
itself incapacitating for active (general) service. 
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(k) An officer placed in the administrative status of permanent 
limited service when he entered on active duty, is permanently incapacitated 
for active service if he thereafter sustains "permanent additional disability 
as the result of the aggravation or natural progress of his existing disease, 
injury or infirmity. 

(5) Officers placed in the administrative status of permanent lim- 
ited service subsequent to their entry on active duty because of a disability 
■which the retiring board determines was not an incident of service are perma- 
nently incapacitated for active service if they thereafter sustain permanent 
additional disability by reason of the aggravation or natural progress of such 
disability or the sustaining of a new disability which in itself is permanently 
incapacitating for active service. 

( 6 ) Whether an officer is permanently incapacitated for active 
service, within the various meanings above set forth, is a question of fact 
which must be determined in a particular case upon the evidence presented. 

( 7 ) In those cases where the evidence does not substantiate physi- 

cal disability and it is believed that the officer’s complaints are due only 
to maladjustment or his inability to cope with the responsibilities of being 
an officer in various situations in the military service, the retiring board 
should make a finding. in substance as follows: "Is not incapacitated for 

active service, no disease. Simple maladjustment - officer temperamentally 
unfit for active service, recommend return to duty with a view of being sepa- 
rated by reclassification procedures pursuant, to A E 605 - 230 ." 
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• Item 2k . (l) if 1 an officer is found to "be permanently incapaci- 

tated for active service, the cause of such incapacity will he entered in this 
Item. Cause means the permanent incurable diseases, injuries or infirmities 
which render the individual permanently incapacitated for active service. The 
name 03? diagnosis of such diseases, injuries or infirmities and the 
degree of severity of each will he used in completing this Item. Only those 
physical or mental defects or conditions which standing alone would produce an 
incapacity for active service will he entered in Item 2k. 

(2) For proper nomenclature of diagnosis see Army Regulations It-O- 
102 5- Statements such as "shortness of breath", "weakness", "pain over the 
heart", "incapacity to drill, march or hike" and "dizzy spells" merely indi- 
cate symptoms without' indicating the 'cause thereof and will not he used. 

(3) Diseases, injuries and infirmities which are inconsequential 
or mild degrees of defects, such as psychoneurosis, hypertension, arterioscle- 
rosis, arthritis, sacro-iliac strain, allergic manifestations, dermatitis and 
comparable disorders, are not incapacitating for active, service and will not 
he entered in this Item. 

1*0 In recording the cause or causes of incapacity for active 
service adequate data will he included to show why the individual is considered 
incapacitated for active service. Thus for example, in the case of an officer 
incapacitated because of "residuals of fracture, left femur, middle third,” 
deformity, if present, percentage of limitation of motion of the leg, weakness 
of the leg, muscle atrophy, pain in walking, etc. will he stated. 
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INSTRUCTIONS FOR ANSWERING ITEM 25, WD AGO FORM 199 




60c. Item 25. The dates of origin or inception of each of the dis- 
eases injuries or infirmities listed under Item 2k will be entered in Item 
9 . A disease, injury or infirmity is the cause of incapacity, while the in- 
capacity itself is a condition produced by the disease, injury or infirmity. 
Thus the dates of origin or inception of diseases, injuries or infirmities are 
not necessarily the same as the date when such diseases, injuries or in- 
firmities produced a condition of incapacity for active service. In certain 
instances, such as battle casualties, injuries and many acute diseases, the 
exact date of origin or inception of the disease, injury or infirmity can be 
stated. In other instances, because of insidious onset, slow progress of 
the disease or infirmity, and length of time which normally elapses before 
symptoms become manifest, it will be necessary to determine the approximate 
.a e of origin or inception on the basis of well established and currently 
accepted medical principles and the ^presumption in 'favor of service origin. 
Where approximate dates cannot be fixed, the board should state, in cases 
involving individuals who are not officers of the Regular Army, whether the 
diseases, injuries or infirmities had their inception or origin prior or 
subsequent to the date the officer entered upon- this tour of active duty in 
lis present military status. In sucn cases involving commissioned officers 
or warrant officers of the Regular Army the board should state whether the 
diseases, injuries or infirmities had their inception or origin prior or 
subsequent to the date the individual concerned entered on active military 
service of the United States in any capacity. 
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60d. Item 26 . (1) The date that the officer before the board became 

incapacitated for active duty, as defined below, will be entered in Item 26. 
Only one date will be entered. 

(2) The date to be entered in Item 26 must not be confused with 
the date or dates entered in Item 25. The date when a disease, injury or in- 
firmity produces a condition of incapacity for active service is not neces- 
sarily the same as the date on which such disease, injury or infirmity orig- 
inated or had its inception. 

(5) The date an officer became incapacitated for active service 
is the date the condition of incapacity for active service, as defined below, 
commenced. It may be that an officer became incapacitated for active service 
prior to being placed in a status of sick in quarters or sick in hospital or 
even prior to entering on active duty. Normally, however, the date an officer 
became incapacitated for active service will be the date upon which his status 
changed to sick in hospital or sick in quarters. 

(4) - Subject to the exceptions stated below the date of incapacity 
for active service will be the date an officer becomes permanently physically 
or mentally incapacitated for the reasonable performance of full military 
duty, field as well as garrison, in both peace and war. 

(5) In 'the case of an officer who was placed in the administrative 
status of permanent limited' service when he entered on active duty and there- 
after sustained a permanent additional disability, as the result of a new 
disease, injury or infirmity of such a degree as would be of itself incapac- 
itating for an officer not on limited service or as the result of the ag- 
gravation or natural progress of his existing disease, injury pr infirmity, 
the date of incapacity for active service will be the date such permanent ad- 
ditional disability commenced. 

(6) In the case of an officer who was placed in the administrative 
status of permanent limited service subsequent to his entry on active duty 
because of a disability which the retiring board determines was not an inci- 
dent of service, and thereafter sustains permanent additional disability, by 
reason of the aggravation or natural progress of such disability or by reason 
of the sustaining of a new disability which in itself would be incapacitating 
for an officer not on limited service, the date of incapacity for active serv- 
ice will be the date such permanent additional disability commenced. 
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60e. Item 27. The cause of a permanent incapacity for active service, 
that is the disease, injury or infirmity, will he presumed to he an incident 
of service unless it is established heyond a reasonable doubt that it: 

(1) Occurred under circumstances indicating the individual’s mis- 
conduct or wilful neglect and it is established that such misconduct or wilful 
neglect was +-he proximate cause of the incapacity. 

(2) Occurred while the individual was absent from duty without of- 
•ficial permission. 

(3) Occurred as the result of the individual^ outside activities, 
not of a class authorized or encouraged by the War Department. 

(4) Existed prior to the individual’s entry upon active military 

service. 
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- 




MAS THE CAUSE (lt*m 74) 
OF THE IKCAPACITY 
SEEM PEAHAHEMTir 
AOaRAYATEO ST Mill TART 
SERVICE 




: 


1 

2 

: 









60S. Item 28 . (l) Consider only those diseases, injuries or infirmi- 

ties listed in Item 24 -which were answered No in Item 27. 

(2) Distinction should he drawn between aggravation by military 
service and the normal course or progression of the disease, injury or infirm- 
ity which might just as well have occurred in civil life as in the Army. 
Ordinarily, natural progression while in military service will not 'be consid- 
ered as aggravation by military service. 

(3) A disease, injury or infirmity which results in a permanent 
incapacity for active service, as defined in paragraph 60a, and which the re- 
tiring board finds to have existed prior to entry on active duty, will be 
presumed to have been permanently aggravated by military service unless it is 
established beyond a reasonable doubt that no such permanent aggravation 
occurred. 

• 

(4) If the board determines that a disease, injury or infirmity 
listed in Item 24, which was answered No in Item 27 for some reason other than 
that it existed prior to entry on active duty, has thereafter produced addi- 
tional disability it will be presumed that such additional disability was due 
to permanent aggravation by military service unless the contrary is establish- 
ed beyond a reasonable doubt. 
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60g. Item 29. If either Item 27 or Item 28 is answered Yes, Item 2 9 
will he answered Yes. If hoth Items 27 and 28 are answered No, Item 29 will 
he answered No. 
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1*. t£C0MMER 0 AT 1 OR 9 FOR TYPE OF SEAY ICE, IF ARY: 









60h. Item 3^- • (l) When a retiring board is of the opinion that an of- 

•ficer appearing before it is capable of performing limited service, t be board 
is authorized to recommend that -he be considered for a limited service assign- 
ment, Such recommendation will be stated in Item 34. 

(2) An officer is capable of performing limited service if he is 
physically fit for certain types of active military assignment commensurate 
with his physical condition even though he is disqualified under current 
physical standards for general military service. 

( 3 ) The recommendation of a retiring- board that an officer be con- 
sidered for a limited service assignment is not inconsistent with a finding of 
incapacity for active service and does not preclude his retirement or certifi- 
cation for retirement pay. 

(4) When an officer in tue status of permanent limited service is 
found by a retiring board to be not incapacitated for active service the board 
will, except in those cases where it believes that the officer concerned Is 
qualified for general service, recommend that he be continued in the status of 
permanent limited service* 
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60i. Item 3 6. (l) Army retiring "boards will not^ make an entry ^in^Item^ 3 6 
■unless they are considering a case involving section k of the act of 29 June 
I9I4.3 (see paragraph 33e), which relates only to officers of the Regular Army 
who have already teen placed on the retired list ty reason oj. physical dis- 
ability. The benefits afforded by that section are available only to officers 
otherwise qualified who 1 incur additional permanent disability incident to 
active service under a temporary appointment in a grade higher than their 
grade on the retired list, such additional disability being due either to a 
new disease, injury or Infirmity, or the aggravation, by reason of ^ such serv- 
ice of a preexisting disease, injury or infirmity, and 2 whose additional per- 
manent disability constitutes not less than 30 per centum of the aggregate 
existing permanent disability of the officer concerned. In a case involving 
section if of the act of 29 June 19^3 a retiring board will not answer Items 25 
to 29 inclusive “but instead will st£te in Item 36 that the officer conceme 
has been retired previously for physical disability and whether he incurred 
additional permanent disability in line of duty thereafter while serving un er 
a temporary appointment in a higher grade, whether such additional aisa.bi i y 
is thirty per centum, or more, permanent, and the date on which he incurred 
the additional disability. 

(2) "When a retiring board makes findings at variance with the 
weight of the evidence (as for example, at variance* with the undisputed 
medical testimony pertaining to medical matters, or the undisputed evidence 
concerning line of duty) presented at the hearing or the applicable presump- 
tions or both, it is highly desirable that it indicates by a separate state- 
ment, which w be entered in Item 36, WD AGO form 1 99, the reason for its 
action. This will be done so that the approving authority will be m a bettex 
position to act on the findings of the retiring board. 
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61. Minority Report , a. In the event that one or more members of a 
retiring "board disagree- with the majority they -will submit separate minority 
findings using page. 4 of WD AGO Form 199* 

b , Such minority findings may be of assistance to the approving author- 
ity in determining whether the findings made by the majority of the retiring 
board should be approved or disapproved. Minority findings raise no presump- 
tion of error in the findings of the board and, being merely advisory, require 
neither approval nor disapproval. Although it may be considered for the pur- 
pose Of determining whether the report of the board should be approved or dis- 
approved, a minority report cannot be approved as the report of the board, 

c, A member of a retiring board who does not concede that a permanent 
incapacity exists, may make the finding of the majority of the retiring board 
that it does exist a basis for voting in favor of a finding that the incapacity 
found by the board was or was not an incident of service, and even the sub- 
mission of a minority report on the question of the existence of the incapacity 
does not alter this conclusion. Thus, of a board composed of five members, 
members A, B and C may find that a permanent incapacity for active service 
exists and members D and E reach a contrary conclusion. Thereafter, members 
C, D, and E may find that the permanent incapacity for active service is the 
result of an incident of service and members A and B reach a contrary con- 
clusion, Members D and E may file a minority report with respect to the 
question of incapacity and members A and B may file a minority report on the 
question of incident of service. 

62. Action subsequent to findings . When a retiring board has made 
its findings it will inform the officer concerned of the findings in his case, 
that such findings are not final until approved, and that he will be notified 
of final action by The Adjutant General. The board may change, modify or cor- 
rect its findings, and recommendation as to type of service, at any time before 
the proceedings are transmitted to The Adjutant General. 

63 . Completion of retiring board action , a. After the hearing the 
reporter will: 

(1) Complete WD AGO Form 199 and have it signed by the President and the 
recorder. Items 1, 2, 7, 8, 9, 10, 11, 12, 19 and 20 may in most 
instances be answered prior to the hearing, 

(2) Transcribe the testimony, proof-read transcription and have it signed 
by the recorder. 

(3) Assemble board proceedings. 

b. The board will forthwith transmit its proceedings and findings, to- 
gether with all testimony taken by the board and records and papers viewed by 
it in connection with the hearing^ direct to The Adjutant General through The 
Burgeon General. In cases or officers of the Army Air Forces, including arms 
and services with the Army Air Forces, the above papers will be transmitted 
through the Commanding General, Army Air Forces, and The Surgeon General, in 
turn, to The Adjutant General. Only the original copy of the proceedings will 



122 



1 OCT 45 



TM 12-245 



"be transmitted to The Adjutant General. 

c. The proceedings of a retiring hoard will he dispatched by the most 
expeditious means possible so that the approving authority can act while the 
officer concerned is on terminal leave. In no case will the proceedings he 
dispatched later than the third day after the hoard met. No letter of trans- 
mittal nor list of exhibits is necessary. 

d. A retiring hoard which meets outside the limits of the forty-eighty 
states and the District of Columbia will comply with the foregoing instructions 
except that it will' forward its proceedings and findings, together with all 
testimony taken by the board and all records and papers viewed by it in con- 
nection with the hearing through the commander of the department or force who, 
before forwarding, will cause the record to be reviewed and any errors or 
omissions to be corrected by the board. He will also, in cases in which the 
findings show that the officer will probably pass from the active to the re- 
tired list, include a statement of the desire of the officer as to the place o 
effectiveness of his change of status. See paragraph 20, Army Regulations 5 - 
2^5, 17 June 19^1. 
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PREPARATION AND DISPOSITION OF 



DOCUMENT 



retiring BOARD 



SECTION 6 PREPARATION AND DISPOSITION OF RETIRING BOARD PROCEEDINGS 



ORDERS APPOINTING RETIRING 
BOARD (EXHIBIT A) 

| ORDERS TO OFFICER TO APPEAR 
(EXHIBIT B) 

I LETTER NOTIFICATION TO OFFICER 
(EXHIBIT C) 

ORDERS APPOINTING COUNSEL 
(EXHIBIT D) 

REQUEST FOR RECORDS. 

WD AGO FORM 261 
(EXHIBIT E) 

PHYSICAL EXAMINATION ON 
ENTRANCE 
I (EXHJ8IT F) FROM THE ADJUTANT 
GENERAL 

DISPOSITION BOARD FINDINGS 
WD AGO FORM 8-118 (EXHIBIT G) 
ORDERS APPOINTING MEDICAL 
WITNESSES (EXHIBIT H)* 

I report OF PHYSICAL EXAMINATION 
ON TERMINATION WD AGO FORM 63 
(EXHIBIT K) 

.CLINICAL RECCRDS AVAILABLE 
LEAVE STATEMENT OF OFFICER 
CERTIFICATION OF NON- 
ESSENTIALITY (IF INDICATED) 



I PROCEEDINGS OF ARMY RETIRING 
BOARD FOR OFFICERS. WD AGC 
FORM 199 




- Receives and combines above records necessary to conduct re- 
tiring board. 




Reporter prepares at time of meeting. 
President and recorder sign. 



TESTIMONY 



WRITTEN NOTICE TO OFFICER 
OF HIS RIGHT TO FILE 
PENSION APPLICATION 

ENVElOPES CONTAINING OFFICER'S I 
COPY OF RETIRING BOARD 
PROCEEDINGS. 




transcription of testimony after board meetino. 





PEKSIOR ROT ICE 




j - Gives Pension notice to officer. 




RETIRING 
board proceedings 



LIST OF OFFICERS 'WHO APPEARED 
BEFORE RETIRING BOARD 



. To Officer 
r (See below) 

• s spraswm ... 

tiring board or his counsel. Exhibits arc. 

A - Appointive orders 
8 - Appearance orders 
0 - Counsel orders, If required 
c _ AGO 8-118 

H - Orders appointing medical witnesses 

[ I $tate«ent*of oooessential it,. if mHc.bl. 

Testimony, ARB . . , . . 

^-r:;nic:;nr,ur;^ r .ior,-.ofo 

Report cf Examinat ion. ) 



LIST 




. Forward, liat of Officers who were before Board to adj.t.ot at 
completion of board meeting. 



- Takes appropriate aotion in accordance with 
current WO directives. See Table 2. 
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THE COMMANDING GENERAL 
ARMY AIR FORCES 
-FOR AAF OFFICERS ONLY 



NOTE I: 



Forwarded through Commanding 
General, Army Air Forces in 
appropriate case. 



ORDERS APPOINTIVE 



OROERS APPEARANCE 
i 1 LTR NOTIFICATION 
J 1 ORDE RS COUNSEL 
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NOTICE TO OFFICER CONCERNING VETERAN’S BENEFITS AND 
RESTRICTIONS ON ACTIVITIES (FRONT) 



ARMY SERVICE FORCES 
Schick General Hospital 
Clinton, Iowa 



SUBJECT: Pension for disability 



1 Nov 1945 



TO: Major John M. Doe, Inf. 

1. Section 104 of the Servicemen's Readjustment Act of 1944, provides 
in pertinent part: 



"* * * no person ahal 1 be discharged or released from 
active service on account of disability until and unless 
he has executed a claim for compensation, pension, or hos- 
pitalization, to be filed with the Veterans * Administration 
or has signed a statement that he has had explained to him. 
the right to file such claim: Provided, That this section 

shall not preclude immediate transfer to a veterans' facility 
for necessary hospital care, nor preclude the discharge of 
any person vho^refuses to sign such claim or statement: 

And provided further . That refusal or failure to file a 
claim shal 1 be without prejudice to any right the veteran 
may subsequently assert." 



2. You have the right to file an application (V.A. Form No. -526) for 
disability pension with the Veterans ' Administration irrespective of your 
entitlement . to retirement pay. It is advisable to file such application prior 
to your separation or. release from active duty as the necessary clinical and 
related records are now readily available for transmission to the Veterans' 
stration . 




5* The "line of duty" finding of the War Department is not binding on 
the Veterans ' Administration in determining pension and other rights under the 
lav administered by it, except as indicated in 4 below. 

4. The findings of the War Department are binding with respect to en- 
titlement to retirement pay even though such payments of retirement pay 
are made by the Veterans 1 Administration. 



5. Under the laws administered by the Veterans' Administration, pensions 
for disability incurred, or aggravated by service, in World War II, are pay 
able, without regard to grade, at monthly rates ranging from $ 11,50 to $ 115 f 
with rates up to $265 for certain disabilities. 



ILLUSTRATION 17 
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NOTICE TO OFFICER CONCERNING VETERAN’S BENEFITS AND 
RESTRICTIONS ON ACTIVITIES (BACK) 



6. Since the War Department certifies the retirement pay to which an -of- 
ficer is entitled on the basis of three quarters of his active duty pay, 
monthly pension benefits may exceed retirement pay particularly in those cases 
in which the officer has a severe disability. 

7. If an officer files an application for disability pension, the 
•Veterans' Administration adjudicates the claim and notifies the officer rela- 
tive thereto including the monthly pension rate in event it is determined he 
is entitled to a pension. In the event the War Department has certified the 
officer to the Veterans 1 Administration for retirement pay, the latter agency 
will inform the officer as to his right to elect to receive retirement pay or 
disability pension. 

8. A retired officer of the Regular Army may elect to receive a dis- 

ability pension in lieu of retired pay without resigning from the Army (act 
of 2? May 38 U.S.C. 26c) . ' 

9. Section 212 of the act of 50 June 1932 (5 U.S.C. 59a) places certain 
limitations on the amount of retired or retirement pay that a person may 
receive while holding an appointive or elective civilian office or position 
with the Federal Government, the government of the District of Columbia, or 
any corporation, the majority of the stock of which is owned by the United 
States, except that such limitations do not apply to retired or retirement 
pay for disabilities Incurred in combat with an enemy of the United States or 
for disabilities resulting from an explosion of an instrumentality of war in 
line of duty. 

10. There is no limitation as to the amount of disability pension an of- 
ficer may receive while holding a civilian office or position. 

11. Disability pension awards are subject to review by the Veterans 1 
Administration and may be adjusted in accordance with increases or decreases 
in the officer's disability. 

12. If you file an application for pension, the Veterans' Administration 
regional office nearest your home will have Jurisdiction of your claim, and 
any correspondence relative thereto should be addressed to such regional 
office and not to the War Department or any agency thereof. 

15. This information is furnished to you pursuant to the provisions of 
paragraph 2, Circular No.' Vf4, War Department, 18 December 1944. 




BENJAMIN M. S7MKES 
Colonel, MC 

President, Army Retiring Board 



■ 
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SAMPLE LETTER OF NON CONCURRENCE 
OF THE SURGEON GENERAL INCLOSED WITH A REQUEST 
FOR A RECONVENED ARMY RETIRING BOARD 



1st Ind 

Office of The Surgeon General, Washington 25, 13. C. 25 July 1945 

To: The Adjutant General, Officer's Branch, 

1. This office does not concur in the findings of the Army Re- 
tiring Board convened at the Percy Jones General Hospital, Battle 
Creek, Michigan, 10 July 1945, in the case of Captain John Jones, 
0-12345, XKF-AUS. 

2. The "board has found this officer incapacitated for ^active 

duty "by reason of: (l) Pes planus, third degree, "bilateral, sympto- 

matic; ' ( 2 ) me ta tarsalgia , severe, bilateral; ( 3 ) psychoneurosis, 
moderate, improved; that said incapacity is the result of an incident 
of service by reason of permanent aggravation; that the cause of said 
incapacity is the result of an incident of service by reason of per- 
manent aggravation; that said incapacity originated August 1944, and 
that defects 1 and 2 are permanent and 3 is not permanent. 

3 . The findings of the board are inconsistent in that it. has 
found the causes of the incapacity originated in the service and have 
been permanently aggravated ‘by the service. With reference to this 
case, if the retiring board finds the officer's disease, injury or 
infirmity existed prior to his entry on active duty and has been 
permanently aggravated, then the cause of said incapacity is not an 
incident of service since the cause (disease) originated prior to 
entrance on active duty, but the incapacity is the result of an inci- 
dent of service due to permanent aggravation of the disease (Cause) . 
Further, if the board finds the cause of the incapacity (disease, 
injury or inf innity) originated subsequent to entrance on active duty , 
then the cause of said incapacity is an incident of service and the 
incapacity is the result of an incident of service. 

4. A review of the record reveals that this officer entered 
upon active duty 8 December 1943, and that his pes planus- was present 
prior to entrance on active duty as shown on WD AGO Form. 63 , dated 
17 October 1943, which is prior to time of entrance on extended 
active duty. The history. Item. 7, states that this officer has had 
painful feet for the past ten years. Also the presence of callosities 
under the first and second metatarsal heads and pee planus, second 
degree bilateral were noted. In view of the subject officer's medical 
history and physical findings at the time of examination for extended 
active duty and the fact that pes planuB is considered to be a con- 
genital defect which is prone to be cone symptomatic on prolonged stand- 
ing or walking, it is the opinion of this office that cause No. 1 (pes 
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SAMPLE LETTER OF NON CONCURRENCE 
OF THE SURGEON GENERAL INCLOSED WITH A REQUEST 
FOR A RECONVENED RETIRING BOARD (CONT’D) 



planus) of the incapacity is not an incident of service; that it 
originated prior to 8 December 19^3; that it was not permanently ag- 
gravated by the service*, since it will again become asymptomatic with 
a period of rest and corrective exercises. The metatarsalgia can be 
definitely attributed to this officer’s pes planus, with a history 
of painful feet for ten years, and the presence of callosities before 
he cane on active duty. . It is therefore the opinion of this office 
that cause No. 2 (Metatarsalgia) of the incapacity is not an incident 
of service, and that it has not been permanently aggravated by 
service, since this present exacerbation will quiet down as similar 
ones have during the past ten years. With regard to cause No. 3 
(psychoneurosis) of the incapacity, this officer has given a lifelong 
histpry of depression, tension, and complaints of his painful feet 
whenever the situation became unfavorable to himself. It Is, there- 
fore, the opinion of this office that this condition is situational 
and that it existed prior to his entrahcc on active duty. The board 
cannot find a defect incapacitating for active service and at the 
same time find it not permanent since a defect to fall within the 
provisions of AR 605-2^0, must be of permanently incapacitating 
character. In view of this officer’s improvement and the board finding 
this defect is not permanent, it Is the opinion of this office that 
the psychoneurosls should be considered not incapacitating and that this 
diagnosis should be deleted from the list of incapacitating defects 
recorded by the board. 

5 . Recommend that the record be returned to the board for recon- 
sideration and clarification of its findings. 



FOR THE SURGEON GENERAL: 



/ 




J. F„ LYONS 
Colonel, M3 
Assistant 
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CHAPTER 6 

RECONVENED RETIRING BOARDS 



64* Legal background . a. Prior to action "by the approving author- 
ity, the proceedings of a legally constituted retiring hoard may he returned 
to the same hoard for further investigation, for reconsideration of its find- 
ings, correction of errors, or for any of various other reasons. Without 
endeavoring to list all of the reasons for which such action properly may he 
taken, it may he noted hy way of example that retiring hoard proceedings may 
he returned to the hoard for reconsideration, prior to approval or disapproval 
hy the appropriate authority, when The Surgeon General does not concur as to 
medical aspects of the findings, when an essential finding has heen omitted 
hy the hoard, when the findings are ambiguous in character, or when the proper 
authority obtains information, from any source other tnan the record of the 
initial proceedings, indicating that the officer concerned no longer is in- 
capacitated for active service. 

h. When the proceedings of a retiring hoard are returned to the same 
hoard for reconsideration of its findings prior to the final approval thereof, 
and the hoard upon reconsideration makes new and different findings, the new 
findings constitute the only findings of the hoard in- the case and the ap- 
proving authority cannot thereafter take action upon the original findings. 



c. "When the proceedings of a retiring hoard are returned to the same 
hoard for further action, the hoard then convened is legally constituted 
^alt hough not comp osed of the same members who were appointed or p^ticipated 
ini ti ally ^ pro vi de d it fulfills the requirements of a quorum and is otherwise 

l^aJ^ . However, when proceedings are returned because the hoard 

which originally heard the evidence and made findings was illegally constituted, 
a complete new hearing must in every such case he accomplished hy a hoard com- 
posed of officers who were not members of the original hoard. 



d. Upon consideration of a particular case hy a second retiring hoard, 
the findings and proceedings of the first hoard, if it was legally constituted, 
properly may he considered as a part of the medical history of the individual 
concerned, hut the findings of the first hoard in such case are entitled only 
to such weight as the second board sees fit to give them upon a consideration 
of the evidence as a whole. 



65 • Procedure . a. When the proceedings of a retiring hoard are re- 
turned to it for the purpose of (correcting a matter of form, as for example 
clerical errors or oversights, no notice of any meeting of the hoard need he 
given to the officer concerned. When the proceedings are returned for any pur- 
pose involving a reconsideration of the existing evidence or any new evidence, 
the retiring hoard will give proper notice of the intended hearing to the of- 
ficer concerned and he will he entitled to all rights in connection with such 
hearing as he possessed with respect to the original hearing. 
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"b. An opinion of The Surgeon General which does not concur as to the 
medical- aspect of the findings of a retiring hoard, or a determination of 
competent authority which reaches a different conclusion with respect to line 
of duty status, will he regarded by a retiring board as new evidence . Such 
new evidence is entitled to serious consideration hut it does not relieve the 
reconvened hoard of the necessity of exercising its independent judgment based 
on the law and the entire record before it. 

c. The notice of hearing sent to the officer concerned will include a 
copy of any available new documentary evidence which the reconvened board 
intends to consider or such evidence will be otherwise made available for his 
inspection. The findings of a reconvened board will be entered on W AGO 
Form 199 * 
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CHAPTER 7 

DISPOSITION OF OFFICERS SUBSEQUENT TO APPEARANCE 
BEFORE AN ARMY RETIRING BOARD 

66 . Found fit for 'general service or recommended for temporary limited 
service duty (AGF and ASF) . Upon completion of the proceedings of an Army 
retiring "board which finds an officer fit for general service or recommended 
for retention on temporary limited service in the case of officers under the 
command jurisdiction of the Commanding Generals, Army Ground Forces and Army 
Service Forces, the officer will remain on a patient status in the medical fa- 
cility pending final action hy the War Department on the Army retiring hoard 
proceedings. Instructions relative to assigning the officer or relieving him 
from active duty will he issued hy The Adjutant General. 

67 . Found fit for general service or recommended for temporary limited 
service duty (AAF) . Upon completion of the proceedings of an Army retiring 
hoard which finds an officer fit for general service or recommended for reten- 
tion on temporary limited service-- in the case of an officer under the com m and 
jurisdiction of the Commanding General, Army Air Forces, the officer will he or- 
dered hy the commander named in paragraph 15 to a station of duty in accordance 
with instructions issued hy the Commanding General, Army Air Forces, pending 
final action hy the War Department. 

68. Recommended for permanent limited service duty . Regardless of the 
recommendation of an Army retiring hoard an officer will not he retained on ac- 
tive duty in a permanent limited service status unless his services are certi- 
fied as essential as provided in paragraph 16. If certification has been previ- 
ously secured that services of the officer are not essential .further certifica- 
tion will not he required. In the latter case an officer will he ordered hy the 
commander named in paragraph 15 to his home on terminal leave to he relieved 
from active duty subsequent thereto, except in case of an officer of the Regular 
Army., an Army nurse, dietitian or physical therapist, who will remain on a pa- 
tient status pending issuance of orders hy The Adjutant General. 

69 . Eecommended for permanent limited service duty after disposition 
hoard has previously recommended retirement. Upon completion of proceedings of 
an Army retiring hoard recommending retention of the officer on permanent limit- 
ed service after disposition hoard has previously recommended retirement, the 
officer has stated that he desires to remain on active duty in a permanent limited 
service status, and a certification as to essentiality has not been made the 
following procedure will govern: 

a. In the case of officer personnel under the command jurisdiction of the 
Commanding General, Army Air Forces, the Army retiring- hoard proceedings will he 
forwarded through the Commanding General, Army Air Forces and The Surgeon Gener- 
al, in turn, to The Adjutant General. The Commanding General, Army Air Forces, 
will certify as to essentiality of the officer in accordance with paragraph l 6 b 
at the time such proceedings are received at Headquarters, Army Air Forces. 

h. In the case of officer personnel under the command jurisdiction of the 
Commanding Generals, Army Ground Forces or Army Service Forces: 
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the offic © r patient is carried on the morning report of the medical 
facility as "attached from other organizations" or carried on the sick 
report of his own organization, the case will he referred by the com- 
mander named in paragraph 15 to the immediate commanding officer of 
the patient for certification as provided in paragraph l 6 b( 2 ) . If the 
return of the officer is desired the officer will be returned to his 
tormer organization, pending final action by the War Department. If 
0 he return of the officer is not desired the entire proceedings will 
be forwarded to the War Department and the officer will • remain in a 
pa lent status in the medical facility pending final action by the War 
Department . 



tAe offlcer F at 'ient is carried on the morning report of the medical 
facility as 'attached unassigned", the officer patient will remain in 
a patient s.-uauus pending receipt of instructions from the War Depart - 



c. In all other cases not covered under a or b above the 
will remain in a patient status pending receipt of instructions 
partment . 



officer patient 
from the War De- 



. . 70 * ^c apacitated for any further military duty. Upon completion of 
! d ^ S ^ Army retirin & hoard which has found an officer incapacitated 
r further military duty and pending final action by the War Department, the 
commanding^ officer of the hospital or station (see par. 15) where such proceed- 
ings were conducted will issue orders in accordance with the following: 

• +v . a ‘ -f 1 ° fficer whose physical condition so requires will remain a patient 

in the meaical facility until his physical condition is such that action as out- 
lined in b below can be taken. 



. b ‘ Necessa ry orders to effect transfer to a Veterans Administration fa- 
cility, when appropriate, will be issued by the commanding officer of the sta- 

tivU'dit+v + ndlCate that the officer patient concerned is relieved from ac- 
tive duty effective upon date of arrival at the Veterans Administration facil- 
ioy •< 



. , ° fl ^® r of ^ he Regular Army, an Aimy nurse, a dietitian, or a phys- 

1 a therapist will remain on a patient status pending issuance of orders by The 
Adjutant General. ^ 

d. An officer not included in above categories will be ordered to his 
ome on terminal leave to be relieved from active duty subsequent thereto, as- 
signed for record purposes to the appropriate separation center, and processed 
in accordance with current instructions pertaining to the release of officers 
from active duty, except that an officer of the Army Air Forces, including arms 

lotTZKl 3 °o rft/ Air ForCeS ' Vil1 te assigned for recoil pur- 

Comrmna w f° 01 " Anny Air Forces Personnel Distribution 

Command, 530 W. Broadway, Louisville 3, Kentucky, 



eligible therefor (s ee 
an Army 



71 * Officers under ord ers for separation o r 
Tat le g Item 1, last co lumn^, a . Upon completion of proceedings of 

T ^ C ft° f “ offl<!er ^ beer. ordered before the board', 

every effort will be mane by the Army retiring board to make final disposition 
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of the case. In ‘the event an officer in either of the categories referred to in 
paragraph d or i ; Table II , page 35, desires separation and is eligible therefor 
under current policies, he will be separated. Cases involving physical incapac- 
ity will be separated at the hospital under current procedures. Officers to be 
separated for other reasons will, be sent to the appropriate separation center for 
processing. 

b. An officer who appears before an Army retiring board under the provi- 
sions of paragraph d, Table II, page 35, and who is subsequently relieved^from 
active duty for other than physical reasons, will be advised at the time of his 
separation processing that if he desires to appear before an Army retiring board 
for the sole purpose of final determination of his physical status upon the ex- 
piration of his period of temporary limited service, he should make written ap- 
plication to The Adjutant General for such authority. Such an individual will 
not be recalled to active duty but will be authorized to appear, at his own ex- 
pense, before the Army retiring board nearest his home. 
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CHAPTER 8 

FORWARDING CLINICAL AND RELATED RECORDS NECESSARY FOR 
PENSION APPLICATIONS TO THE VETERANS ADMINISTRATION 

72. General . a. The transmission to the Veterans Administration of 
those records necessary in the adjudication of pension claims of officers dis- 
charged or released from active service because of physical disability under AE 
605-250 or AR 40-20, with or without retirement pay benefits, will be expedited. 
Every effort will be made to insure that all such officers are advised as to 
their rights under existing laws, 

b. As indicated in Section 104 of the Servicemen's Readjustment Act of 
w (Public Law 346 - 78th Cong. (Bull. 10, TO, 1944)) which is quoted in part 
below, it is the desire of the Congress and is to the interest of the individual 
that every officer about to be discharged or released from active service for 
disability file an application at the time of his separation. 

Sec, 104 * * * and no person shall be discharged or released from 
active service on account of disability until and unless he has executed a 
claim for compensation, pension, or hospitalization, to be filed with the 
Veterans Administration, or has signed a statement that he has had ex- 
plained to him the right to file such claim: Provided , That this section 
shall not preclude immediate transfer to a veterans' facility for necessary 
hospital care, nor preclude the discharge of any person who refuses to sign 
such claim or statement: And provided further. That refusal or failure to 
file a claim shall be without prejudice to any right the veteran may subse- 
quently assert." 

c * This chapter is applicable to all commissioned officers of the Army 
(including female commissioned officers), Army nurses, dietitians, physical ther- 
apists, warrant officers, and flight officers. In this connection attention is 
directed to the fact that Army nurses, physical therapists and dietitians do not 
come under the provisions of Public Law 18 (Bull. 2, TO, 1939) but are "retired" 
under laws pertaining to Regular Army nurses if the disability is incident to 
the service. However, if retired for a disability not incident to the service, 
they may apply to the Veterans Administration for pension under laws adminis- 
tered by that agency. 

75- Transmittal of Records to Veterans Administration , a. Photostats 
and records, including Veterans Administration Eoxm 526 (long form), Veterans 
Application for Pension, required by the Veterans Administration in adjudicating 
pension claima will be held at the hospital collecting them until notification 
is received from The Adjutant General authorizing their release . Records will 
be disposed of as follows: 

(1) Pa the case of an officer separated for a- disability incident to serv- 
ice they will be sent to the Veterans Administration, Washington 25, D.C. 

(2) In the case of an officer separated for a disability not incident to 
service they will be sent to the Veterans Administration area office indicated 
below, which is located within the territorial limits of the service command in 
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■which the hospital concerned is located: 



Veterans Administration Area Office No. 1 
17 Court Street 
Boston 8, Mass . 

Veterans Administration Area Office No. 2 
120 Wall Street 
New York 5, N. Y. 

Veterans Administration Aren Office No . 3 
10 North Calvert Street , 

Baltimore 2, Md. 

Veterans Administration Area Office No. 4 
20 Houston Street, N . E . , 

Atlanta 3, Ga. 



Veterans Administration Area Office No. 5 
8 E Chestnut Street 
Columbus. 15, Ohio 

Veterans Administration Area Office No. 6 
610 So. Canal Street 
Chicago 1 , 111. 

Veterans Administration Area Office No. 7 
Old U. S, Custom House 
St. Louis 1, Mo. 



Veterans Administration Area Office No. 8 
1000 Main Street 
Dallas 2 , Tex. 

Veterans Administration Area Office No. 9 
140 Montgomery Street, 

San Francisco 4, Calif . 



b. (1) Records and photostats will be transmitted to the Veterans Adminis- 
tration within 24 hours of receipt of the release from The Adjutant . General re- 
ferred to in a above, except as indicated below. (Reference in this paragraph 
to the Veterans Administration pertains to the Central Office of the Veterans 
Administration in Washington, D, C., or an area office listed aoove, depending 
on whether the disability is or is not incident to service,) 



(2) If upon receipt of the release from The Adjutant General, all ohe 
photostats and records required by the Veterans Administration are not available 
for transmission thereto, the following action will be taken: 



(a) 



Those which are available will be transmitted within 24 hours 
as indicated above. The letter of transmittal will contain a 
statement as to the missing records and that they will be for- 
warded when available . 
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(b) In event information is received from The Adjutant General or 
another hospital that certain records cannot be located, the 
Veterans Administration will be so advised. 

(c) Photostats or records received subsequent to the transmission 
of those available at the time of receipt of release from The 
Adjutant General referred to in a above will be forwarded to 
the Veterans Administration within 2h hours of their receipt. 

(d) When the last shipment of records is made, the Veterans Admin- 
istration will be so advised. 

7^* Execution by Officer of Application for Pension, a. If an officer 
who has been duly advised of his rights and advantages in filing an application 
for pension for disability. Veterans Administration Form 5^6 (long form), de- 
cides he does not desire to submit the application, he will be requested to sign 
a statement on WD AGO Form R-5004. This statement will be executed in an orig- 
inal only and will be transmitted to the Veterans Administration with the clini- 
cal records referred to. 

b. If the officer refuses to sign Form R-5004, the personnel officer will 
prepare a memorandum stating the reason the officer does not care to do so. 

c. In case the officer is mentally incompetent or unable to execute a 
claim for himself, every effort will be made to complete the pension application 
for him. If this is impossible, the personnel officer will prepare a brief mem- 
orandum setting forth the reasons why the pension application cannot be prepared 
for the officer and include the memorandum with the records forwarded to the 
Veterans Administration. 

d. The memorandum referred to in b and c above will be transmitted to the 
Veterans Administration with the pertinent records. 

e. Veterans Administration copy of WD AGO Form 53-97 will be forwarded to 
the Veterans Administration by the organization distributing the form. 

75 * Officers Transferred to Veterans Administration Facility . In the 
event the officer patient is to be transferred to the care of a Veterans Admin- 
istration facility, all the above records will be transmitted to the appropriate 
facility with the officer at time of transfer as follows: 

a. If accompanied by an attendant, the attendant will deliver the records 
with the officer. 

b. If the officer is unaccompanied by an attendant, the officer will de- 
liver his own records, unless it is physically undesirable for him to do so, in 
which case they will be mailed to the Veterans Administration facility on the 
same day the patient departs for the facility.- 



141 



V 



TM 12-245 1 0CT 45 

FORWARDING CLINICAL AND RELATED RECORDS NECESSARY 



D 0 C U M E N f 



WARD OFFICER 



E 6 I S T R A R 



THE ADJUTANT 
GENERAL 



SECTION 7. RECEIPT OF RECORDS NECESSARY FOR VETERAN'S ADMINISTRATION TO ADJUDICATE PENSION CLAIM' 

APPLICATION FOR PENSION’ FROM 
•.VETERANS. ADMINISTRATION, 

V. A. FORM 525 
OR 

STATEMENT' THAT MAN DOES NOT 
ELECT TO FILE CLAIM 



REPORT OF PHYSICAL 
EXAMINATION, tfD AGO FORM 53 
(PREPARED FOR 
RETIREMENT BOARD) 



CLINICAL RECORDS FROM OTHER 
HOSPITALS, 

(#D AGO S-33 OR MD 55 SERIES). 



CLINICAL AND RELATED RECORDS 
FROM TAG 

PHOTOSTATS OF ENTRANCE REP0R1 
OF PHYSICAL EXAMINATIONS 

PHOTOSTATS OF. MEDICAL REPORT 
CARDS, WD AGO FORM 3-24 

FIELD TAGS AND OTHER CLINICAL 
RECORDS, IF SUPPLIED 



CLINICAL RECORDS 



> 



- Forwards from file. (See Chart 6; 

- If a joint medical report ts 
prepared forwards only one 
copy of joint report. 



ENTRANCE EXAMS 



CLINICAL 

RECORDS 






- Forwards photostats of entrance 
and annual physical examinations, 
photostats of Medical Report Cards, 
WD AGO 8-24, original field tags 
and other available clinical 
records. 

- Use of air mail authorized. 



■ See Chart 6. 



Transmits complete to, Registrar . 

SECTION 8, THE TRANSMISSION OF RECOROS TO THE VETERANS ADMINISTRATION 



TELEGRAM FROM THE 
ADJUTANT GENERAL 
RELEASING RECORDS TO THE 
VETERANS ADMINISTRATION 



LETTER OF TRANSMITTAL 



ENVELOPE ADDRESSED TO 
VETERANS ADMINISTRATION 

(Registered mai I will 
not oe used.) 




After War Department approves 
retirement proceedings, wires 
hospital to release records. 
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FOR PENSION APPLICATION TO VETERANS ADMINISTRATION 



OTHER ARmY 
HOSPITALS 



PENSION INTER- 
VI EWER 



REGISTRAR 



OFFICE 



PREPARATION 



DISTRIBUTION 



VETERANS ADMINISTRATION 



VA 526 








STATEMENT 


J 



Assists officer in filing 
pension appi ication or 
statement. 



REQUEST 



CR 



> 



Forwards clinical recoi ds 
requested. (See Chart I.) 

If clinical records not 
available, notifies dis- 
charging hospital. (Use of 
airmail authorized.) 



Molds apol Ication or 
statement for transmittal 
to Veterans Administra- 
tion. 



WD AGO 63 



ft 



Holds for transmittal to 
Yeterans Administration. 



^ REQUEST 



- Holds for transmittal to 
Veterans Administration. 



ENTRANCE EXAMS 



WO AG08-24 



CLINICAL 

RECORDS 



\ 



- Holds for transmittal to 
Veterans Administration. 



TELEGRAM 

AGO 



- Holds for transmittal to 
Veterans Administration. 



Uses as notice to release 
records to Veterans Admin- 
istration. 



TRANSHITTAL 
^ TRANSMITTAL 



1 TRANSMITTAL 
TRANSMITTAI 

“TV L I' 

M TRANSMIT! 





Lists types of records oeing 
sent to Veterans Administra- 
tion. 



- Encloses original and 
cooy 2 transmittal letter 
in envelope with records. 



If officer is not 
separated by War De- 
partment, Veterans 
Administration files 
photostat records 
with cl inical record. 
Original records are 
returned to the Adju- 
tant General, Officers 
Hranch. by mail. 



ENVELOPE 
TO VETS. ADM 



ENVELOPE 
TO VETS. ADM 



>1 



- Assembles and forwards rec- 
ords in envelope to Veterans 
Administration. 



Receives and retains 
records shown. 



• Flies signed copy. 

• Destroys suspense copy. 



- Signs transmittal as re- 
ceipt and returns. 
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veteran’s application for pension, 

VET ADM FORM 526 (PAGE 2) 



I hereby' make application for compensation or pension based on military or naval service. 



L Last name— First name — Middle name 
Doe, John Maynard 


2. Address (Number, street, city or town. State) 

7900 S •United Ave., Chicago, 111 


3. Are you a citizen of 


4. Native-born or nat- 


5. If naturalized, state date and place 


the United States? 


uralized? 






Toe 


Native-born 




* 


6. Date of birth 


7. Plaoe of birth 






1 Jan 1900 


Chicago, 111 





Description as of date of last enlistment 



8. Sex 
M 


9. Race 
V 


10. Height 


11. Weight 

178 


12. Color eyes 
Blue 


15. Mark with a cross (1 

i rm-r N.rr 


0 branches of sei 
Marfa* Coro* 


■vice in which y 

Grant Ocard 


ou served. 

Ncraa Owpa 


Otiwr (sp«&y) 



17. Address of draft board with -which you registered. 
(If none, so state.) 

Kona 



19. Entered service 



10 terkz 



Ft Custer 



Mich 



See I ten 76 for coanlete Berries 



20. Serial No. 



0 456 203 



13. Color .hair 
Brovn 



14. Complexion 
Ruddy 



16. Are you registered under Selec- 
tive Service Act? (Yes or no.) 

No 



18. Home addrees at time of registration 



21. Separated from service 



To date 



24. If you served under another name, state name and 
period of service. 

No 



22. Grade and or- 
ganization 

Malor. Inf 



23. Character and 
type of discharge 



55-97 Honora ble 



25. If reservist, give periods of active duty and branch of 
service. 



26. State all periods of inactive duty 



None 



27. Do answer* above cover all periods of 
your service — active, inactive, or 
reservist? 

(Yes or no.) YOS 



28. Have you ever applied for any of the following benefits? (Yes or no.) None 



Disability *Horw- 



R*fol«»erT 

ttresxmtp 



U. 8. fcaplcyoea' 



CirQ Barrio* S*- 



29. If any of the answers under item 28 are “yes,” answer the following: 
D*i*cf»»U<iSoQ Claim No! Offlo* wtth which filed 



30. Have yo u ever been physically examined for the following? (Yes or no.) None 

»- rt ) 0 gsa: B — T, r-ciJ£5iasP toap,dtf> 



81. If any answers under item 80 are “yes,” state date and place of e xam i na tion.' 



32. Nature of disease or injury on account of which clai m is made and date each began. 

While serving as a troop, unit commander with the 95^ Division, near Pantano, 
Italy, in December, 1944* I vas struck by a mortar shell in the left leg and 
foot. Two toes on my left foot were amputated at a nearby evacuation hospital 
and since then my left foot has been stiff making it diffi c ult for me to walk. 

33. It you received any treatment while in the service, give name, number or loca ti ° n of h<wpi tal «^?*t~ald 

station or infirmary, or the organization to which it was attached, the dates of treatment, and nature of sickness, disease, 
or injury. 

1930 Fitzsimons GH, Denver, Colorado 

3 Dec 1944 to 29 Dec- 1944, Evacuation Hospital, near Pantano, Italy. 

29 Mar 1945 to date, Schick GH, Clinton, Iova 
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VETERAN’S APPLICATION FOR PENSION, VA FORM 526 
(PAGE 3); STATEMENT OF NON-APPLICATION FOR PENSION, 

WD AGO FORM R-5004 






*“ dVU1 “ **" ***** W f « *»r <* Nu^. Prior to. 



34- Nm 


35. Present Address 


36. Disability 


37. Date 


None 

























. . Names and addresses of all persons other than physicians who know any facts about any sickness, disease, or Injury 
which yon had pnor to, daring, or since your service. ^ J - 7 



33. Naur 


39. Present Address 


40. Disability 


41. Date 


ffons 

























It you served in World War I or II, give the names and addresses of employers and your monthly earnings for the 24 
months preceding yoor entrance Into -the active military or naval service. If self-employed, so stateT 8 



42. Employer Name and Address 


43. Occupation and 
Earnings 


44. Duties Prrpobmed 


45. Dates 


Nona 4 

























46. Iijyou served in World War II, state the following; Highest grade completed in: 



Qjuvum School 


Hick school 


Coixaos 


UicTxajzrr 




12 







48. State where you studied 

Roosevelt High School, Chicago, 111 



52. What is your trade or vocation! 

Army Officer 



47. State any special study (as business, professional, trade, 
academic) 

None 



49. Length 
of special 



;udy 

Noe 



53. Are you 
employed? 

No 



•50. Did you graduate 
from special 
school? 

NO 



51. Did you complete 
special study? 



55. What Is your entire income per month? State sources of your inoome. 

DS Army' pay of Major 



54. If employed, state employer’s name 

Officer in Army of United States 



57. State names and addresses of former employers for last 12 months: 



56. What is the value 
of your estate from 
all sources? 



Vl Vf7 A yjTI A DTSDVOfl Of wsrpr /SVTT>. 


DATES OF EMPLOYMENT 


KARNINOS 


TIM* LOST 


AJJ6JS JLXi xJ ALLnaod UJ EMtLvTNa 


Bxouonxo 


Exddto 


W*m.T 


Mcwth-lt 


Uoima 


Din 


«) In AOS 






$ 


S 






<21 















(3) 



58. Are you being fun 
or domiciliary care 
or any political But 



59. Marital 

status 



Married 



60. T i 

ms 

Or 



Statement to Veterans Administration 



62. Date and place of < 

None 

63. Times your presen 
has been married 

One 

66. Date and place of < 

None 



Schick General Hospital 
Clinton Iowa 



i 'TUo. fjjjs 

(Date) 



To the Veterans Administration: 



66. Do you live 
together? 

Yes 



67. if 



68. Use this space to © 



I have "been told that I am to he discharged or released from active duty on 
account of disability and that I should file an application for disability pension 
under the laws administered by the Veterans Administration. 

I have decided not to file a pension application now. 

I understand I may do so later. 

Cl) 

(Signed name ) 




VD AGO Form 
R-50014, 18 Dec kk 



ILLUSTRATION’ 19 (CONT*D) 
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CHAPTER 9 

COMPLETION OF BASIC SEPARATION FORMS 
AND FINAL PAYMENT OF THE OFFICER. 

7 6 . Basic Separation Forms . The military personnel section will com- 
plete the Basic separation forms prior to the time an officer is ordered to his 
home and relieved from active duty. These forms are: 

a. Discharge Certificate and Report of Separation, TO AGO Form 55-97, 
for all officers other than those of the Regular Army, as prescribed in TM 12- 
236 , Preparation of Separation Forms, 1 April 19^5- 

b. Army Separation Qualification Record, TO AGO Form 100, in three parts. 

c. Officer's Qualification Card, TO AGO Form 66-1, -2, or - 3 . 

d. Previous Employer Card, TO AGO Form 519 • 

e. Orders relieving an officer from active duty and ordering him to his 
home to- include travel time, appropriate .mode of transportation, effective date 
of change on the morning report, assignment to separation center in accordance 
with current War Department directives for record-keeping purposes and such 
other information as is required to comply with current War Department direc- 
tives for record-keeping purposes. 



77. Action by disbursing officer, a. The disbursing officer servic- 
ing the hospital will complete: 

(1) TO AGO Form 30-S, Allotment Discontinuance. 

(2) TO Form 384 , Officer's Pay Allowance and Mileage Voucher to cover the 
final payments of an officer while on terminal leave . 

b. The disbursing officer will pay the officer while on terminal leave 
and be responsible for cancellation of allotments by distributing all copies of 
TO AGO Form 30-S and TO Form 384, excepting the Adjutant General's cqpy of WD AGO 
Form 30-S which will be included in the records sent to the separation center. 

78 . Action by Personnel Officer . The Officer's Identification Card, 
TO AGO Form 65 or 65 -1 will be cancelled by perforations and returned to the 
officer by the personnel officer who will also issue Discharge Lapel Button and 
TO Pamphlet 21-4, Information for Soldiers Going Back to Civilian Life, to an 
officer "before he is ordered to his home. 

79. Assignment of officer to separation center for record purposes 
onlv while on terminal leave. Officers processed and released from the service 
in the United States, other than through separation centers, who are granted 
terminal leave prior to date of actual separation, will not be transferred to an 
officer replacement pool, but will be assigned for recor d purpose s only to the 
separation center serving the areas in which their homes are located. (In t e 
case of officers under the jurisdiction of the Commanding General, Army Air 
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Forces, see paragraph above.) In such cases the disbursing .off icer at the 

station where terminal leave is granted the officer being relieved will continue 
to make regular payments, including final and mustering out payments, and will 
distribute the WD AGO Form 30-S, Allotments Discontinuance. When the officer 
being relieved, while on terminal leave is hospitalized in an Army hospital or 
for any other reason his terminal leave is suspended, the commanding officer of 
the station to which the officer reported for hospitalization or for any other 
purpose will notify the commanding officer of the separation center and the pay- 
ing disbursing officer of such fact. The commanding officer . of the station at 
which the officer was hospitalized, or who otherwise assumed jurisdiction of 
the officer upon suspension of terminal leave, will report to the separation 
center and the disbursing officer concerned the date of release from hospital 
and /or resumption of terminal leave status. The separation center commander 
will make appropriate adjustments in records, terminal leave status. The sep- 
aration center commander will make appropriate adjustments in records, terminal 
leave, and date of release from active duty. 

80. Forwarding forms to separation center . At time of departure of 
officers on terminal leave, the following records will be forwarded to the ap- 
propriate separation centers as indicated above : 

a. WD AGO Form 66-1, -2, or -3, Officer ? s Qualification Card. 

b. WD AGO Form 30-S, Allotment Discontinuance (TAG copy only.) 

c. WD AGO Form 53-97 Discharge Certificate -all. copies including National 
Guard copy. Copies will be prepared as indicated in TM 12-236, Preparation of 
Separation Forms, .1 April 19^5* 

d. Two copies of special orders relieving officer from active duty. 

e. WD AGO Form 63, Report of Physical Examination, (except in case of 
retirement under AR 605-250 or AR 40-20). 

f . WD AGO Form 100, Separation Qualification Record (duplicate and tripli- 
cate copies). 

g. WD AGO Form 8-114, Syphilis Register (if applicable). 
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INFORMATION FOR SOLDIERS GOING BACK 
TO CIVILIAN LIFE; WD PAMPHLET 21-4- 
LAPEL BUTTON; PATCH 




ILLUSTRATION 20 
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COMPLETION OF PAY AND ALLOTMENT 




CHART 9 
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RECORDS AT HOSPITALS 
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COMPLETION OF PERSONNEL FORMS, DISTRIBUTION AND 



DOCUMENT 



NTERV IEWER-COUNSELOR 



PERSONNEL SECTION 



SECTION 10 COMPLETION AND DISPOSITION Of PERSONNEL FORM 

WO AGO 66 



OFFICERS QUALIFICATION CARD, 
WD AGO FORM 66-1, 2, OR 3 

ORDERS RELIEVING OFFICE 
FROM DUTY 



WORKSHEET, 

WD AGO FORM 100 



ARMY SEPARATION QUALIFICATION 
RECORD, 

WD AGO FORM 100 



PREVIOUS EMPLOYER CARD. 
WD AGO FORM 519 



MILITARY RECORD 
AND REPORT OF 
SEPARATION- 
HONORABLE DISCHARGE 
AGO FORM 53-97 



NATIONAL GUARD COPY, 

WD AGO FORM 53-2 
FOR FORMER NATIONAL GUARDSMEN 



INDENT I FI CAT ION CARD, 
WD AGO FORM 65 OR 65-1 



LAPEL BUTTON 



INFORMATION FOR SOLDIERS 
GOING BACK TO CIVILIAN LIFE, 
WD PAMPHLET 21-4 




ORDERS 



1 



I ORDERS I 



2 

ORDERS 






L 


ORDERS 








.. ...... 



Uses to prepare WD AGO Form I 00. 



WORKSHEET 
WO AGO 100 






- Forwards for reference. 



- Prepares worksheet from interview with officer and 
above records. 




- Prepares WO AGO Form 100 from above worksheet. 

- Forwards copy I to officer. 




WO AGO 519 
EMPLOYER 
CARO 



lr* 



To Previous 
Employer 



Mails to previous employer at time officer departs 
on terminal leave. 



- Prepares Previous Employer card. (See 
Cir. [ 17 WD 1915. as amended.) 



1 


ORDERS jp 




2 


ORDERS fe 



NOTE: Officers relieved from active duty at the hos- 

pital will be advised in writing by the authority 
granting the terminal leave that any arrangements 
made by the officers for return to civil life should 
be made on a tentative basis only: that the board 
proceedings must be approved in the War Department; 
and that in the event of disapproval the officer may 
be ordered to appear before a reconvened Army re- 
tiring board which might necessitate recalling the 
officer to active duty for an indefinite period of 
time. Memo Ho. 605-15, WD, 20 April 1945. 



■ Uses to prepare WD AGO Form 53 series 

■ Forwards to separation center. 




1 


WD 


AGO 53-97 




1 




WD AGO 53-97 






3 




WD AGO 53-97 BE 




^3 




4 


WD AGO 53-97 \ 




'mi 




5 WD AGO 53-97 



Prepares WD AGO Form 53 and combined discharge cer 
tificate or certificate of service, WO AGO Form 53-97 
Forwards all copies to Separation center. 



WO AGO 65 
IDENTIFICATION 
CARD 



Receives, perforates and returns to officer. 

Drops officer from morning report on effective date. 



LAPEL 

BUTTON 



Issues before officer leaves hospital. 
(Cir 79 WO 1944 and AR 600-35.) 



WD PAMPHLET 21-4 
GOING BACK TO 
CIVILIAN LIFE 



Distributes before officer leaves hospital. 
(See Cir 445, WO 1944.) 
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FORWARDING REQUIRED RECORDS TO SEPARATION CENTERS 
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SPECIAL ORDERS FOR RELIEF FROM ACTIVE DUTY 



RESTRICTED 



SPECIAL ORDERS 
NUMBED . 30 J 4 



ARMY SERVICE FORCES 
HEADQUARTERS SCHICK GENERAL HOSPITAL 
Clinton, Iowa 



EXTRACT 



1 Nov 45 



3- DP fol named off having "been found physically incapacitated for active 
mil ev "by an ARB are reld fr AD eff on date specified below and VP their homes 
so as to arrive thereat not later than date specified below on which date they 
revert to. inactive status. The off named are granted terminal lv of ab- 
sence for the period indicated eff 1 Nov ^5* These off reld fr atchd unasgd 
Det of Puts Schick Gen Hosp and are asgd to orgn indicated for record purposes 
only. EDCMR 2 Nov h 3 . 



NAME 



TERMINAL LV DATE OF RELIEF 



HOME 

ADDRESS 



ORGANIZATION 



DOE JOHN M 
MAJOR 0^56 203 INF 



MAIN JOHN D 
VOJG W2 j 021 533 



1 Mo 
and 

17 days 

I Mo 
and 

II days 



18 Dec 45 



13 Dec 1*5 



7900 S United Separation Center 
Ave Ft Sheridan 

Chicago 111 111 



Lebanon 

Pa 



ORP AAFPDC 

Louisville, Kentucky 



These officers are entitled to VD AGO Form. 53-97- The Cof Mil Pars will 
prepare WD AGO Form 53-97.' 

TO will not furn T for WOJG MAIN. 

TO will furn T for MAJOR DOE. 

PCS TDN 501-51 P kj>l 02 A 212/50A25. 

Auth AR 6 O 5 - 25 O CIr 188 VD 1945 Cir 109 VD 19 ^ 5 . 

BY ORDER OF COLONEL .WINN : 



OFFICIAL: 



/ s/ Earle A Paxson 
EARLE A PAXSON 
Captain, MAC 
Adjutant 

DISTRIBUTION: 

G L 



EAFLE A PAXSON 
Captain, MAC 
Adjutant 





SEE TM12-256 FOR PREPARATION OF SPECIAL ORDERS 
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OFFICERS’ pay, allowance, and mileage voucher, 
WD FORM 384 (FRONT) 



war department 

Form No. WX> 884 

Perm Prescribed by tbe Comptroller General, TJ. 8- 
12 August 1944 


WAR DEPARTMENT 

OFFICERS’ PAY, ALLOWANCE, AND MILEAGE VOUCHER 


D.‘ O. Vooaixa No. 

1514 


THE UNITED STATES, Dr., 



L 1am xavb— Fiurr xajcb— Middm mmi 


X Ajutt SniiL No. 


a. oxasi 


4. Bkasch 


A CoxroirxxT 


Doe John 


0-456205 


MaJ 


Inf 


AUS 



DEPENDENTS 





j. 

T Lawful wife or unmarried child under tt 
1 ct 10 ( 1 ) 


&. 

□ 


Mother or father CM 


J. 

I Adopted chad or stepchild under 21 yt*n 
otags (e) 


PAY STATUS DATA 



10. Data tfruu) on xcar* butt 

5 Mar 1942 


11- PlACX T%OK WTLKH OKBE&XD TO ACHYX BUTT 

Ft. Custer, Michigan 


li. LXATT ACOtOXB 


u. Szarr* orxx 

2 6 Te« 


14. Pat rxiioD 

5 


15. Yauts coitrLmn (i) 


Months ^ | Days ^"g 


N ~*“g6 





PAID BY 

F. A. Pearson 
Col*, F.D. j 
Schick G.H. 
Clinton, I ova 
Symbol No. 

Sta. No. 

(DEC 45 

(For bm ofpmrin* off**') 



PAT TOR— 


ACCRUAL PERIODS, 1»_ {Znduti** data) 


TOTAL 

AMOUNT 


TiC.it— 


Travel 


. 1 Nov 


1 Dec 










To— 


Nov 2 


50 Nov 


18 Dec 










16. Base and longevity (16) 


$ 


$4q8.3'i 


*245. ( 


G 6 


% 


% 


* 


* 655.55 


17. Foreign service 


















18. Flying, aeronautieal, rating (e) 


















19. Flying, nonflying officer (J) 


















20. Parachutist (g) 


















21. Mustering out (h) 


















22. 


















23. 


















ALLOWANCE TOR— 


















"24. Subsistence 




fa.nc 


57 -fl 


iQ 








ion,ftn 


25. Rental (t) 




120.0^ 


72 .^ 


[Q 








192.00 


26, Travel, mileage status (J) 


58121 














58.21 


27. 


















28. 


















29. 


















Total Credits 


pi 


591.5!! 


354 .t 


io 








i 984.54 



30. Class-B allotment— Bonds 




57 . 












57.50 


31- Class-D Government insurance 






6 d 


n 








15.40 


32. Claes-E allotment 


















33. Class-N Natl serv. life insurance 


















34. 


















35. Due United States for (No.) meals 


















36. 


















37. 


















Total Debits 




U*.2(j 


i 


’0 








$ 50.90 



Net Balance 


58.21 


5*7. 1: 


548.: 


.0 








* 933.44 


38. Amount paid by cash 


58.21 














58T51 


39. Amount paid by chock on Trees,, U. S. 




5*7.15 


i 548.: 


.0 








895.25 


40. Check No. 


















41. Date of check 


















42. Voucher No. 


















43. Symbol No. (For use by O. A. 0.) 



















7900 So. United Avenue, Chicago, 111. 

. I Crimrr that the foregoing statement and account of moneys due and to become due me in accordance with existing law, including 
any accompanying certificates, statements and schedules (which are hereby made a part hereof), are to the beet of my "knowledge and 
belief true and correct; that payment therefor in full or in part, except as stated, has not previously been received; that I now have 
no assigned, transferred, or other pay accounts outstanding for the period for which pay is claimed on this voucher or for future months: 
that I am not in any manner indebted to the United States or its agencies or instrumentalities, except as stated: that on this and 
previous vouchers I have entered and had deducted all allotments made by me during the period of my military service: that I am not 
accountable or responsible for public property; and that payment as stated on the within pay voucher is not prohibited by any provi- 
sions of law limiting the availability of the appropriation (s) involved. 

J mjc inoy siOMATUjai or batzx 



46. Sec’s nr cash 


<7.- Date case axe’s 


c, Sionatuii or mti rox ota xxcxrrxD 


* 58.21 


2 Nov 45 












NG CLASSIFICATION 



zz: 



ArroonuASOK, Ldutatiox or 
Pzotxct 8 TV BO 1 


ArraorxiATioN Tnu 


Arraonm.tiOK (Anouot) 


212/50425 


501-51 P 451*02 


*58.21 





















ILLUSTRATION 22 



THE ARMY LIBRARY 

WASHINGTON, 0, 0. 
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OFFICERS’ PAY, ALLOWANCE, 
WD FORM 384 



AND MILEAGE VOUCHER, 
(BACK) 



(a) Name of dependent wife os unmarried child under n 

TXARa-OTAOX ^ JohnM# Doe 



7900 So, Uni ted. Are Chicago, I3JU 



( b ) Dependent father or mother {Item 8 ) 

For the purpose of obtaining payment of certain allowances from the Government and in support of my contention that my father or 

mother is in fact dependent on me for his or her chief support, I Certify that my father or mother is Mr. (Mrs.) 

who lives at ; that the amount required for my father’s or mother's reasonable 

and proper living expenses is from $ to 5 per month; that for the period from fc> 

— , I have contributed to the support of my father or mother, without any consideration therefor or hope or 

expectation of re tun} therefrom, the sum of $ ; that the total gross income of my father or mother, from all sources (including 

in such income any payment or contribution of others toward his or her proportionate share of household or living expenses) other than 

my contributions has not exceeded and does not exceed $ per month or $ per year for the period from 

to ; and that the living expenses actually incurred by my father or mother during the period from 

to amount to from $ to $ each month. 

( c ) Adopted child or stepchild {Item 9 ) 

I Cxrtitt that is my adopted child and will be years of age at his or her next birthday; that he or 

she was adopted by me pursuant to the laws of — — . — certified copy of adoption papers filed herewith (or filed with voucher 

No. , 19 , accounts of ); that the child was related to me by blood or marriage 

—before adoption; that the adoption by me was for the child^ benefit; that the child was not adopted by 



as my 

me to secure any personal or pecuniary advantage, either in the way of increase in my pay or allowances, or otherwise; that the child 

is now residing with related to me by blood or marriage as my and related to 

the child as ; that the child is not possessed of property or income adequate of liis or her support; that the child is not 

the beneficiary, either directly or through others, of any trust or "estate entitling the child to income adequate for his or her support 

and education; that I actually and necessarily contribute from my own personal funds $ each month solely for the care, 

maintenance, support, and education of the said child. 

(d) Statement o f service tor longevity credit {Item IS) 

I Certify that I have held a commission; appointment as commissioned warrant officer, warrant officer, flightofficer, or army field olerk: 
or have been enlisted as a member of the respective serviced) shown below for the inclusive periodsrindicated. I Further Cxrtitt that 
all National Guard service claimed hereon was federally recognised; that it was not in the inactive National Guard; that all' officers' 
training camp service was in the capacity of an enlisted man and that all initial appointments are shown from the date of acceptance. 



. service oh component 


FROM- 


TO- 


SERVICE OR COMPONENT' 


FROM — 


TO- 


See list 

























.; that during the period for which aviation pay is claimed on 



(e) Flying pay {Aeronautical rating) (Item 18) 

I Certify that I hold an aeronautical rating as „ — r * .. 

this voucher I was. by orders of competent authority, required to participate regularly and frequently in aerial flights; and, kt eeese- 
quence of such orders; I did participate in regular and frequent flights, while in a duty status, sufficient 'to meet the reouvrAmehts 
of Executive Order No. 9195, 7 July 1942 (AR 35-1480). 

(f) Flying pat (Non flying oflbxr) (Item 19) 



(g) Parachute duty (Item 20) 

I Certify that, during the period from. 



, I was not in a flying pay 



status; that parachute'jumping was an essential part of my military duty; that I held a rating as a parachutist or wa3 undergoing 
training for such rating; ana that I Was engaged upon duty designated by the Secretary of War as parachute duty. 

(A) Musterjcng-out pay ( Item 21) (Strike out the italifcized words if inapplicable) _ .... 

I Certify that I am a member of the armed forces and have been engaged in active service in the present war; that I am being ait- 
charged. or relieved from active service under honorable conditions; thatrl have not heretofore received a muatering-out payment under the 
M ustering-Out Payfneht Act of 1944; that I performed active service for at least 60 days; that I served outside the continental limits of the United 
States or in Alaska; and that I do not fall within any of the classes of persons to whom payment is prohibited by section I (b) of said act. 

(i) Rental allowances ( Item 26) „ 

I Certify' that, during the period for which rental allowance is claimed on this voucher, I was not assigned adequate quarters at my 
permanent station; if without dependents. I was not on field or Bea duty; if with dependents, I did not occupy, with them any public 
quarters assigned to me without charge at any station, nor did any of them occupy public quarters assigned to them or to any other 
officer or his dependents, except for bona fide social visits, or receive a monetary allowance in lieu thereof. 

(j) Authority for duty at' present station and statement of travel (Item 26) * 

I Certify that the following statement of travel was performed in compliance -with orders attached and is correct; that payment 
therefor has not been received; and that no transportation was furnished by the United States, either in kind or on Government 

Rs HQ.ffBlloran Gff lfer U 5 .c’d g 5 ■ M ?-? ] 

HQ. Schick (Si datedl. Nov ^.rec’d aS chick G&_2_Noy 1*5 



On duty at pres. sta. per par — 
Ordered home per par._ 



Statement or Travel Pertorhso (to be filled In by traveler) 



is kh 
(i) 


FB0K— 

(*) 


DATE 
10 1+1+ 
(3) 


TO— 

(A) 


XDTD or 
TEAKS. 

roxN. 

ls “<r° 


LAND CHANT 
IK CL. IN EST. 

-aotmc ax» 
Birr. 

(«) 


TEAKS. 
nntN. XXCL. 

LAND GRANT 
IN COL 6 
(7) 


AUTHORIZED 

xn.xJ.ot 

(8> 


NOTATION* 


Mar 26 
Hot 2 


Halloran G&, 

Schick GS, Clinton, 
Iowa 


Mar 29 
Nov 2 


Schick (25, Clinton. 
Iowa 

Ft. Cusber, Mich. 


T/H(R) 

None 

(H) 


MU* 

13 

93 


MU* 

295 


MU * 

508 

520 


QMT-ORG 


■ Transported. 
T T/R— Qc 
l G/P-Go 


on fumiebed by U. 8. Government: 

>v*t tram, request; rail, water, air, or highway. O/B — Gov't boat. 

T*t plan* or lirshlp. O/A. — Oor^t automobile. 

•firm lumiih as * Kv TT R OovAmmAnt — Nnna 


Totals 


7.06 


295 


628 




£il« per 


$0.03 


$0.03 


$0.08 




Indloate method ot travel uaed by tnjcrtln* after ''None" one ct the foRjirtac lotto:. Biih way (H); Air (A); 


Amounts 


5.18 


8.85 


50.21* 


' 


T/RNo. 


Camarw 






Deduct cqlumnsfi and/or 7 " 


72.05 




-f/RNo. 


Carrier cs) 






Other deduction 






T/RNo. 


Uarrierfc) 






Net Amount To Be Paid 







i. *. wtcihiuit reunite ernes 
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ALLOTMENT DISCONTINUANCE, 
WD AGO FORM 30-S 
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MILITARY RECORD AND REPORT OF SEPARATION 
HONORABLE DISCHARGE, WD AGO FORM 53-97 



MILITARY RECORD AND REPORT OF SEPARATION 
HONORABLE DISCHARGE 



I. LAST NAM E - FIRST NAME . MIDDLE INITIAL 

Doe, John M 



0. ORCAH STATION 



93rd Infantry Division 



2. ARMY SERIAL NUMBER 

0 456 203 



18 Dec 19^5 






Major 



4. ARK OR SERVICE 

Inf 



S. COMPONENT 

AOS 



B. PLACE OF SEPARATION 



Schick CHI, Clinton, Iowa 



B. PERMANENT ADDRESS FOR MAILING PURPOSES 

7900 S United Ave Chicago, Illinois 


IO. DATE OF BIRTH 

1 Jan 1900 


II. PLACE OF BIRTH 

Chicago, Illinois 


12. ADDRESS FROM WHICH EMPLOYMENT WILL BE SOUGHT 


IS. COLOR 

r res 


14. COLOR 


IS. HEIGHT 


IS. WEIGHT 


17. NO. OF 
DEPENDENTS 


See Item 9 


Blue 


Brown 


6 ft 


178 ;. s . 


one 



WMlTf. WACKO OTKCC (speedy) 

X 



ib. marital status 



20.U.X.CITIXIN 



SINGLE NABRIIB OTHER (specily) 

X 



Et. CIVILIAN OCCUPATION AND NO. 



None 



MILITARY HISTORY 





22. REGISTERED 


23. LOCAL S. S. 

■OARD HUMBER 


24. COUNTY ANO STATE 


2S. HOKE ADDRESS AT TIKE Of ENTRY ON ACTIVE DUTY 


SERVICE fcfe, 
bATA ^ 


til 


X 


Cook, Illinois 


See Item 9 



Z«. DATE OF ENTRY ON ACTIVE C 



7 Jul 1941 



*7. MILITARY OCCUPATIONAL SPECIALTY AND NO. 

Infantry Unit Conroander 1542 



B. BATTLES AND CAMPAIGNS 

Sicily, GO 75 War Department 1943 
Naples, Foggia, GO 83 War Department 1943 



». DECORATIONS AND CITATIONS 

Purple Heart, GO 265 Schick GH Clinton Iowa 22 Feb 44 



SO. WOUNDS RECEIVED IN ACTION 

8 Dec 1943 African Middle Eastern Theater 



SI. SERVICE SCHOOLS ATTENDEO 

OCS Infantry, Ft Custer, Michigan 
7 Jun 1942 to 17 Sep 1942 



SS. REASON ANO AUTHORITY FOR SEPARATION 



Relieved from active duty by action of 
Army Retiring Board, SO 303 Schick ;GH 



CURRENT TOUR OP ACTIVE DUTY 



S2. SERVICE OUTSIDE CONTINENTAL U. S. ANO RETURN 


DATE Or DEPARTURE 


DESTINATION 


DATE OF ARRIVAL 


12 'Jul 1943 


A1ET 


30 Jul 1943 


15 Jan 19^5 


USA 


28 Jan 1945 



CONTINENTAL SERVICE 



TEARS 

2 



rOKCtGK SERVICE 



j MONTHS ©AYS j YEARS I MONTHS DAYS GRAMMAR SCHOOL 

1 1 22 | 1 I 7 16 S 



education (years) 



INSURANCE NOTICE 



IMPORTANT Dt;E OI ’- WITHIN TKIIITY.ONK DATS THCRKAFTEK. INSURANCE WILL LAPSE. MAK~ t!(,X'K3 Ou V-ONKY oltUKUS PAYABLE 

‘ TO THE TKEASUHKR OF THU U. S. AMD FUHWAKD TO .COLLECTIONS SUBDIVISION. VETERANS ADMINISTItATION. VaSM;S'CTON 25 D. cT 



SB. KIND 


u x 0o ~' 




37. HOW 

Allotment 

X 


PAIO 

Direct to 
Y.A. 


38. Effective »*t# of Allot- 

Dec 1945 


37/ t>*f of Next Premium 

ouefone month a Iter 33) 

Jan 1946 


AO. PREMIUM DUE 
EACH MONTH 




rCNTION or VETEfll 
Continue only 


CHicootlau* 














•6.70 




* 





f§§l 


4S. REMARKS (Tills space lor completion o l above items or entry of other items specified In W. D. Directives ) 


44 .. SIGNATURE OF OFFICER BEING SEPARATED 
WD A QO Vqtn 53 *17 This iorm Si lOt*rx**ri*** all m 


45 . rERLOKWEL OFFICER (Type name, grade and organization - signature) 

^ ohn B Dempster f X Lqt T.+., Arm . 



1 




ILLUSTRATION 24 



158 



1 OCT 45 



TM 12-245 



ARMY SEPARATION QUALIFICATION RECORD 
WD AGO FORM 100 



ARMY 



RECORD 



LAST NAME 

DOE, JOHN 



Iarmt serial HUKRER I 

0 456 203 


GRADE 

MaJ 


DATE OF EHTRT IHTol 

riraEra ! 


|m 

Im 


date of ii«t» 
1 Jan 00 


r . City - County - Slot*} 



highest grade completed 
12 



LAST TEAR 

lUY*- 

1917 



•CEIYEO 

None 



MR 



Nona, 



JOt JOKMART 

$Sub sequent to discharge from the Army in 
19lB, individual spent three years and 
three months as an enlisted man in the TJ^S 
Navyj approximately three more years, prior 
to enlisiaaent in the regular Army, were 
spent in civilian employment, hut sia c <3 
recency in work experience is important in 
job placement, and since his work experts* 






IF I LAS* Mtt 0* EJ^LOT- I NAME A»D AODttSJ OF EFTLOTti 



JOS SUMMARY 

at that time has no relationship to 
present vocational desires, no entries 
vere- considered Justified. The individ- 
ual, on the basis of approximately 
twdkty-tvo years military experience, 
is qualified to work with veterans in a 
readjustment program, e* g», Veterans 
ic aAdministration. 



10 



t£. officer, vhlch duty included o«r 

machine gun operation at an infant ry replaoe-_ 
men t training jseq^gg vt 

g IHn 8 ft ait m.uL « Mfjfiiadz admass wf 11 1 7', L __ . „ . „ „ t wan Tn -kVm unit UTB ~ 



INFANTRY UNIT COMMANDER. Was responsible for training enlisted men in the uni pre 
t<Tgoing into combat in the use- of light and heavy machine guns, /^rtars, 
ln± hSd greLdes, etc. In the combat zone was responsible for tactical declaims 
affecting unit and for leading men Into battle. At all times was charged with th 
responsibility of morale and general welfare of his men. 



I l£ Dec >5 



W.0..A.G.0. fc#* * 0. 100 15 July 1W 



m. 



SEE TM 12-237 FOR PREPARATION OF FORM 100. 
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PREVIOUS EMPLOYER CARD, WD AGO FORM 519 



WAR DEPARTMENT 

Schick General Hospital 
Clinton, Iowa 



PENALTY FOR PRIVATE USE TO AVOID 
PAYMENT OF POSTAGE, S30O 
<GPO> 



OFFICIAL BUSINESS 



Advance Advertising Co, 
500 S Michigan Ave, 
Chicago, Hi. 



( FRONT ) 



C 



HEADQUARTERS 



Schick General Hospital 
Clinton, Iowa 



NAME 


DATE OF BIRTH 


DATE OF SEPARATION 


Lt William E Johnson 


1 Nov 1917 


18 Dec 19^5 



BACK 



) 



In order to assist military personnel to return systematically to gainful civilian occupations, 
you are infoniied that the individual named above has been separated from the service. 

This card is' intended as a service both to the veteran and to his previous employer. The 
veteran has received complete data with respect to his military service. It is therefore urged 
that no correspondence be- entered into with the commanding officer of the installation named 
above. Correspondence, if una voidable, should he addressed to <4 The Adjutant General, War 
Department, Washington 25, D. C.” 

PREVIOUS EMPLOYER CARD 



"W. a. O. O. Form No. 519 
1 September 1944 



16—41426-1 



NOTE: If the officer was employed prior to entry 

on active military service, mail WD AGO 
Form 519 to his previous employer. 
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